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Story of the Week 


General George Patton was a 
stickler for military spic-and-span- 
ness. Typical tale: On maneuvers he 
spied a haphazardly attired man 
atop a telephone pole. 

“Hey you,” yelled  punctilious 
Patton. “What’s your name?” 

“Tom Adams.” 

“You’re a disgrace to my Army, 
Mr. Adams,” Patton rattle-tongued. 
“Put on your necktie. And I’m ‘sir’ to 
you, soldier. What company are you 
with?” 

“Bell Telephone Company, and 
nuts to you, sir.” 


Gags of the Week 


We should live and learn; but by 
the time we've learned, it’s too late 
to live.—National Safety News. 


“Always do right. This will gratify 
some people, and astonish the rest.” 
—MARK TWAIN. 


“Making life a bed of roses usually 
entails years of preliminary spade- 
work.” —- SHANNON FIFE, Saturday 
Evening Post. 


Quotes of the Week 


“It has been estimated that if 
India were to reduce her death rate 
to that of the U. S. and retain her 
present birth rate, her population 
would within 100 years fill five earths 
as full as our own; China could do 
the same, and it would not take the 
Soviet Union much longer.”—PROF. 
CARL J. SCHNEIDER of the University 
of Nebraska. 


Analyze yourself before you criti- 
cize another. 


“I have known a vast quantity of 
nonsense talked about bad men not 
looking you in the face. Don’t trust 
that conventional idea. Dishonesty 
will stare honesty out of countenance, 
any day in the week, if there is any- 
thing to be got by it.”—Novelist 
CHARLES DICKENS. 


“The world is now at a stage of 
nuclear energy history where the re- 
cent explorers have discovered a new 
continent, just as Columbus did in 
1492, and its full impact cannot pos- 
sibly be understood for many years 
to come.”—JOHN J. GREBE of the Dow 
Chemical Co. 


“Tolerance is bigness. It enables 
us to let those we love be happy in 
their own way instead of ours.”— 
Dr. A. J. CRONIN. 


Did you ever notice that it’s the 
men with the fewest facts who al- 
ways .talk the loudest and longest 


in an argument? 


Short Essay from 
South Africa 


“I am the Spirit of Private Enter- 
prise. Wherever I have existed free- 
dom of mind and body have existed. 
Wherever I have been murdered by 
collectivist laws and governmental 
strangulation, freedom of mind and 
freedom of body have died. 

“I was the physical lever of Athen- 
ian civilization. I died in the collectiv- 
ist feudal ages. I was resurrected in 
the Renaissance, beginning the mod- 
ern age. With the rebirth of free 
private trading came the vastest ex- 
pansion in the arts and sciences the 
world has ever known. 

“I, Private Enterprise, have brought 
men of the same countries and men 
of distant countries closer together 
in a friendlier intercourse than all 
the socialistic and communistic doc- 
trines combined. My trade routes 
have been the routes of human 
progress. 

“I am the expression and sustainer 
of all that is lordly in the human 
soul—SELF RELIANCE, the AD- 
VENTUROUS' SPIRIT, emotional 


(Concluded on Page 7, Column 1) 
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Predicts Profit 
Margin Shift on 


Appliance Items 


SAN FRANCISCO— The future 
may bring shorter profit margins on 
major appliances now accepted as 
necessities and longer ones on some 
others which have not reached this 
stage, in the opinion of Kenneth L. 
Hampton, manager of Valley Elec- 
trical Supply Co., Fresno. 

Speaking during the 18th annual 
convention of the International As- 
sociation of Electrical Leagues held 
at the Fairmont hotel here, Hamp- 
ton also predicted that manufacturers 
will eventually drop their national 
pricing policy with respect to appli- 
ances in the introductory or low satu- 
ration stage. 

Discussing the industry’s formula 
for profit margins, Hampton said: 

“A manufacturer’s pricing policy is 
wrong which keeps margins long on 
products popular with consumers on 
the theory that he and the dealer 
can collect extra money from some 
people to help pay the pioneering 
costs on other products he makes. 

“Each product should be fairly 
priced in line with its cost and qual- 
ity and the service it and the or- 
ganization marketing it gives. 

“Any retailer or group of retailers 
who wants to charge more for mer- 
chandise than is necessary to cover 
the expenses of efficiently-run, care- 
fully-managed stores, plus a fair 
profit, is wrong. 

“Such a practice just erects a 
barrier to the economic flow of mer- 
chandise and provides a fertile field 
for discount houses to exist in.” 

Hampton noted that refrigerators, 
washing machines, television receiv- 
ers, radios, and flatirons “are ac- 
cepted almost as necessities in every 
home. On these, margins will not be 
(Concluded on Page 4, Column 4) 


Westinghouse Plans 
To Re-Enter Room 
Cooler Field In 


SPRINGFIELD, Mass., Aug. 21— 
The Westinghouse Electric Corp. will 
re-enter the room air conditioner field 
with a completely new line of small 
units in 1954, states H. F. Hildreth, 
manager of refrigeration specialties 
for the company’s Electric Appli- 
ance Division. 

“To round out the line of West- 
inghouse major appliances,” said 
Hildreth, “the company will re-enter 
the room air conditioner business 
next year with a completely new and 
competitive line. After having been 
out of the room air conditioner busi- 
ness since 1942, our company has re- 
(Concluded on Page 4, Column 5) 


U.S. Radiator Absorbs 
Drayer-Hanson Corp. 


DETROIT—“More than 99.01% of 
the outstanding stock of Drayer-Han- 
son, Inc., of Los Angeles has been 
deposited for transfer into United 
States Radiator Corp. common stock,” 
according to W. C. McCord, president. 
“Deadline date for the deposit of 
shares was Aug. 14, 1953. 

“An aggressive program is now 
in progress for increasing sales vol- 
ume of Drayer-Hanson air condition- 
ing equipment, both through U. S. 
company-owned branches and an ex- 
panded organization of Drayer-Han- 
son sales representatives,” McCord 
continued. 

“The manager of our air condition- 
(Concluded on Back Page, Column 2> 
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“54 Frozen Foods 


Show, Convention 
Set for Feb. 21-27 


NEW YORK CITY — What is 
termed “the most ambitious frozen 
food exposition yet attempted by this 
growing industry” will be a major 
feature of the National Frozen Food 
Merchandising Convention and Ex- 
position, scheduled for New York 
City, Feb. 21-27. 

Preliminary demand for _ exhibit 
space indicates serious overcrowding 
of the headquarters hotel, The Wal- 
dorf Astoria, and has required the 
addition of more adequate facilities 
at the 71st Regiment Armory, ac- 
cording to Joseph Gaudio, president 
of the sponsoring organization, Na- 
tional Wholesale Frozen Food Dis- 
tributors Association. 

A complete sellout of exposition 
space is indicated by the interest 
shown to date by processors and 
suppliers. 

Convention activities have been 
arranged to allow unhindered attend- 
ance at the exhibits by convention 
registrants. Following a members- 
only luncheon, all industry events 
will open Sunday evening, Feb. 21, 
(Concluded on Page 4, Column 1) 


Sud Sayre Joins 
Thompson Products 


CLEVELAND — Judson S. Sayre, 
former president of Bendix Home 
Appliance, Inc., has joined Thompson 
Products, Inc., manufacturer of auto- 
motive and aircraft parts, as a part- 
time merchandising consultant, 
Thompson's President J. D. Wright 
has announced. 

Wright said of Sayre’s appoint- 
ment that ‘we expect his counsel at 
the policy-making level to be ex- 
tremely helpful, and he will give par- 
ticular attention to some of our prob- 
lems in the replacements parts field.” 

However, it is expected’ that 
Sayre’s connection with Thompson 
Products will give rise to further 
speculation about the rumored possi- 
bility that Thompson may manufac- 
ture some products for the refrigera- 
(Concluded on Back Page, Column 2) 


Air Conditioning Sales 
Up 51% In Houston Area 


HOUSTON, Texas—A 51% gain in 
air conditioning sales during the first 
six months of 1953 as compared with 
the first six months of 1952 was re- 
ported recently by the Houston Light- 
ing & Power Co. for the territory it 
serves. 

Sales during the first six months of 
this year for air conditioners ranging 
from %-ton window type coolers to 
15 ton remote units numbered 22,303 
units as compared with 14,702 in the 
first half of 1952. 

Ventilating fan sales (10 in. and 
up), the utility’s statistics showed, 
went down as air conditioner sales 
went up. In the first six months of 
1952, 20,131 fans were sold. In the 
first six months of this year, only 
14,374 fans were sold. 

Comparative figures for the various 
classifications of fans and coolers are 
as follows: 


1952 1953 
Y,-ton Room Coolers (Win- 
Ce FS in chdcsccs ces 690 ~=1,078 
¥%,, 1-ton Room Coolers (Win- 
ee). MPT OTT Te 12,702 19,699 
¥%-ton and up Room Coolers 
(Console Type) ........- 391 117 
2 to 15-ton self-contained 
Bis Ey SE a rwnscndancs 787 = 11,191 
3 to 15-ton Separate Com- 
pressor A. C. Units ..... 142 218 
Ventilating Fans (10 to 32in.) 11,693 8,002 
Ventilating Fans (32 in. and 
OD . caksavens s eadeaeee - 8,438 6,372 


All Types of Air 


Conditioning Seen 
Having BannerY ear 


DETROIT—Sales of room air con- 
ditioners this year have been sensa- 
tionally good, but how are sales of 
other types of air conditioning—pack- 
age ‘“store’’ coolers, complete resi- 
dential cooling systems, and the big, 
assembled installations for multi- 
storied buildings? 

Actual sales statistics on _ these 
larger air conditioning systems are 
a little harder to come by than they 
are on room air conditioners, but 
from some spot checks made among 
manufacturers, distributors, and con- 
tractor-dealers, it seems certain that 
all types of air conditioning have had 
a banner year sales wise. 

Here’s some of the evidence on this 
score: 

A factory executive of a major 
manufacturer, in an effort to get two 
5-ton store conditioners to placate a 
key dealer account, canvassed his dis- 
tributors in the entire midwest area, 
and couldn’t get a report of one 5-ton 
unit in inventory! 

Some manufacturers have failed 
to keep up with the demand for com- 
plete home (residential) comfort 
cooling systems to the point where 
dealers have flatly told them that 
they were buying competitive makes. 
One surprising development in the 
residential business, at least in the 
eyes of one manufacturer, is the fact 
that the small air conditioning con- 
tractor is doing a big sales job in sell- 
ing on his own initiative, and not on 
a builder promotion basis. 

One manufacturer of package store 
conditioners who was 60-90 days 
behind in March—is still 60-90 days 
behind on orders. 

Big inroads on the large “central 
station” type of air conditioning job 
(Concluded on Back Page, Column 5) 


Frigidaire Names Gibson 
To Top Engineering Post 


DAYTON—J. L. Gibson has been 
appointed chief engineer of the 
Frigidaire Div. of General Motors 
Corp., succeding S. 
M. Schweller, who ~ 
died Aug. 14, it 
has been an- 
nounced by Mason 
Roberts, GM vice 
president and gen- 
eral manager of 
the division. 

Gibson joined 
Frigidaire in 1926, 
and became a sec- 
tion head in the 


engineering de- 
partment in 1932. 
He was. named J. L. Gibson 


manager of commercial refrigeration 
and air conditioning engineering in 
1935. In 1950 he became assistant 
chief engineer. 

In his capacity as assistant chief 
engineer Gibson was general super- 
visor of both household and commer- 
cial refrigeration as well as air con- 
ditioning engineering, and was also 
active in selection of materials and 
other activities of the engineering 
department. 

Schweller died at his home here 
(Concluded on Page 4, Column 5) 


Youngstown Creates Post 
Of Refrigeration Inspector 


YOUNGSTOWN, Ohio—A new post 
of refrigeration inspector has been 
created by City Council. 

The Youngstown Building Trades 
Council and refrigeration contractors 
had appealed to council and the 
mayor for a refrigeration inspector in 
order to adequately enforce the build- 
ing code. 


Icebox Deaths 
Bring Call for 
New Measures 


Tragedies Arouse Public 
Concern; Some Proposals 
Are Termed Impractical 


DETROIT—Death of 12 children in 
one week from_ suffocation while 
trapped in abandoned refrigerators 
has roused a public cry to do some- 
thing to end this menace. 

Some people want the cities and 
states to pass laws requiring doors 
and/or latches to be removed from 
boxes left where children can get at 
them. Others are asking the refrig- 
erator manufacturers why they don’t 
install safety latches that can be 
opened from the inside. 

National attention was drawn to re- 
frigerator “death traps” when in the 
space of three days the press re- 
ported the deaths of four boys and 
a girl in Arkansas, four boys in 
Richmond, Va., two boys in Haverhill, 
Mass., and one boy in Detroit. All of 
the children were between 2 and 9 
years old. 

Shock and horror at the tragedies 
galvanized civic leaders to action. A 
Michigan legislator said he intended 
to introduce a bill at the next session 
of the state legislature to require 
that doors be removed from aban- 
doned refrigerators, putting Michigan 
among the few states that have such 
(Concluded on Back Page, Column 1) 


Bush Mfg. Purchases 
Heat-X-Changer Corp. 


WEST HARTFORD, Conn. — The 
Bush Mfg. Co. here, manufacturer of 
air conditioning, refrigeration, and 
heating products, has purchased the 
Heat-X-Changer Corp. of Brewster, 
N. Y. The New York concern thus be- 
comes a wholly-owned subsidiary of 
Bush. 

Founded by Cecil Boling, now presi- 
dent of both companies, Heat-X was 
incorporated in 1945. The company 
manufactures liquid coolers, heat ex- 
changers, condensers, intercoolers, 
aftercoolers, and other heat transfer 
products. 

About 120 people are employed at 
the Brewster plant, which is ap- 
proximately 15,000 sq. ft. in size. 
Since its incorporation eight years 
ago, the company has shown a steady 
(Concluded on Page 4, Column 3) 


Westinghouse Heat Pump 
Prices Are Listed 


HYDE PARK, Mass.—-A new year- 
round air conditioner known as the 
Westinghouse Type HP heat pump 
has been announced by the Air Con- 
ditioning Div. of Westinghouse Elec- 
tric Corp. 

Installed cost of the air-to-air heat 
pump ranges from approximately 
$2,300 for the HP-3 (3-hp.) model to 
approximately $3,300 for the HP-5 
(5-hp.) model, the company said. The 
all-electric device is fully automatic. 

“One of the secrets of successful 
operation of our new heat pump is 
its original design of a new single 
metering tube,” said W. B. Cott, sales 
(Concluded on Back Page, Column 3) 
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Unfranchised Vim Stores 
Have Sale on G-E Items 


NEW YORK CITY—Although Vim 
Television and Appliance Stores is 
not franchised to sell General Electric 
major appliances, it recently ad- 
vertised a G-E refrigerator and home 
freezer at cut prices. 

The firm, which operates 54 stores 
in the metropolitan area, offered a 
9%-cu. ft. refrigerator for $289.95 
and an 11-cu. ft. freezer for $229.95. 
G-E’s suggested retail price for both 
the refrigerator and freezer is 
$339.95. 

As a result of the offers, General 
Electric Appliances, Inc., G-E dis- 
tributor, got a flood of “How come?” 
inquiries from G-E retailers. This re- 
action prompted G. R. Brownback, 
manager of the distributorship, to ad- 
vise all local G-E appliance dealers 
by letter that Vim did not have a 
G-E major appliance franchise and 
that his firm had not been able to 
discover how Vim was getting G-E 
products. 

Max Kassover, Vim president, de- 
clined to enlighten a newspaper re- 
porter on the subject except to ex- 
plain that: 

“We have thousands of people com- 
ing to us from all over the United 
States every day offering us all kinds 
of merchandise, including General 
Electric refrigerators and other large 
household appliances. 

He added that the G-E major ap- 
pliances obtained by Vim from time 
to time from sources other than G-E 
distributors arrive at Vim warehouses 
in sealed cartons and are checked for 
serial numbers to insure they are 
brand new. 


ADMIRAL model 9C4 refrigerator features 
3 removable shelves in door and a full width 
freezing compartment. 


Admiral Refrigerator 
Features 3 Removable 


Shelves In Door 


CHICAGO—Admiral Corp. has in- 
troduced a new 9-cu. ft. refrigerator 
with three removable door shelves and 
full width freezing compartment. It 
will be promoted for a limited period 
with a $40 cutlery set for a special 
introductory price of $219.95. 

The model (model 9C4) will carry 
a regular list price of $269.95, ac- 
cording to Seymour Mintz, vice pres- 
ident-advertising, allowing a saving 
to customers of $90 during the spe- 
cial promotion. 

The 23-piece cutlery set promotion 
will be featured in newspaper and 
dealer co-op advertising. 


Jordon Expanding Its 
Network of Distributors 
Throughout Nation 


PHILADELPHIA — Jordon Sales 
Co., as part of its production and 
sales expansion and as a preliminary 
to the construction of its huge new 
plant in northeast Philadelphia, has 
launched a drive to set up distribu- 
torships in all parts of the country 
for its upright home freezers, room 
air conditioners, and portable de- 
humidifiers, Harry Fogel, vice presi- 
dent in charge of sales, announced 
recently. 


To date, more than a dozen fran- 
chises for distributorships in major 
markets have been issued, he said, 
and others are being negotiated. 
More than 200 new appliance dealers 
have taken in the Jordon line in ad- 
dition to those already handling the 
line. 

“We expect to have a distributor 
for our domestic lines in every major 
and secondary market and a Jordon 
dealer in every city, town, and hamlet 
in the nation in a matter of months,” 
Fogel said. “The decision to ac- 
celerate expansion of distribution 
stemmed from the exceptional re- 
ception given the Jordon ‘Gold-Tone’ 
line of upright home freezers since 
the beginning of the year.” 


Fogel said the expansion program 
on distribution is being directed by 
Herbert Freedman, national director 
of sales. Potential distributors and 
dealers are being interviewed as 
quickly as possible, he said, but be- 
fore franchises are offered, Jordon 
Sales Co. is making complete surveys. 


DOES GLEANING A STRAINER 


REALLY CURE THE TROUBLE ? 


When “no refrigeration” is caused by a sludge-clogged strainer, the 
cure is pretty obvious. But every time you clean the strainer and then 
let it go at that, you’re asking for trouble. It’s like fixing a punctured 
inner tube without pulling the nail out of the tire. You’ve taken care of 
the trouble for a while, but it won’t be long until the same thing - 


happens again. 


Whenever you clean or replace the strainer, the safe thing to do is 
recharge the system with fresh refrigerant and clean oil. After all, the 
best refrigeration oil costs less than the oil you change every 1000 miles 


in your car. 


The best way to avoid sludge problems is to recharge with Suniso . . . 
the refrigeration oil that is used and recommended by most refrigera- 
tion manufacturers. Because its quality is controlled from crude:oil to 
can by Sun Oil Company, you can be sure it will always give you the 
same trouble-free performance. 


Sold by Leading Wholesalers Everywhere 


* 

UNISO ADVANTAGES © provides adequate lubrication 
at all temperatures encountered in service © possesses a high 
degree of stability © won’t throw out wax deposits under low 
temperatures @ has extremely low moisture content @ resists 
formation of corrosive acids and carbon under service conditions 
© separates readily from refrigerant—won’t react adversely 
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REFRIGERATION OIL 
A PRODUCT OF SUN OIL COMPANY 


Ike’s Brother Purchases 
Interest In Newly Formed 
Air Conditioning Firm 


CHICAGO — Earl D. Eisenhower, 
brother of the president, has become 
financially interested in a new na- 
tional air conditioning, plumbing, and 
heating company being formed here. 

The company, which is intended to 
operate in the industrial field as a 
prime contractor, will be known as 
the Bellis Piping and Engineering 
Co. Frank S. Bellis, who has been a 
Berwyn, Ill. heating and plumbing 
contractor for 33 years, will head the 
firm. Eisenhower will represent the 
firm in the east, it was reported. 

Other associates in the venture are 
John Kubik, publisher of suburban 
Chicago newspapers, and Gustave 
Randa, head of a printing company 
that prints Kubik’s papers. 

Kubik said be met Eisenhower 

through newspaper associates, as 
Eisenhower has an interest in a 
Charleroi, Pa. newspaper. Eisen- 
hower is an electrical engineer with 
the West Bend Power Co. in Charle- 
roi. 
“ Kubik said the firm will head- 
quarter in Chicago and that the full 
scope of its activities will not be 
known for some time. 


Revere Copper & Brass 
Names Macfie President; 
Kennedy Is Chairman 


NEW YORK CITY—Election of 
James M. Kennedy as chairman of 
the board and chief executive officer 
of Revere Copper and Brass, Inc., and 
of Charles A. Macfie as president of 
Revere, has been announced by the 
company. The changes are effective 
immediately. 

Kennedy, 54, previously president, 
succeeds the late James J. Russell, 
who died Aug. 1st. Macfie, 57, the 
new president has been vice president 
and general sales manager of all 
rolling mill sales. 

Announcement also was made of 
the appointment of Raymond P. 
Winberg, 56, as Revere’s general 
sales manager to succeed Macfie. 
A vice president of Revere since 1950, 
Winberg has been in charge of the 
Rome Division in Rome, N. Y., the 
company’s largest plant. 

Election of Robert M. Lake, 46, as 
a vice president of Revere was also 
announced. Lake, who has been sales 
manager of the Rome Division since 
1950, will succeed Mr. Winberg as 
vice president in charge of that divi- 
sion. 


Permit Required To 


Sell LPG Appliances 
In State of Oklahoma 


OKLAHOMA CITY, Okla. — All 


persons who sell appliances to use “ 


liquified petroleum gas, must first 
obtain a permit, the Oklahoma state 
attorney general has ruled.. 

W. J. Marshall, administrator of 
the new state liquified petroleum gas 
board, had asked the opinion. He 
said several small dealers had ob- 
jected to the $25 license fee set up 
in the new LPG control law passed 
by the last legislature. 

J. H. Johnson, assistant attorney 
general, said all persons who sell ap- 
pliances designed to use LPG prod- 
ucts must first obtain a registration 
permit, regardless of whether they 
also sell other merchandise not con- 
nected with LPG products. 


Frozen Foods Fair Draws 
1,000 In High Point 


HIGH POINT, N. C.—A one-day 
frozen foods fair featuring freezing 
demonstrations and information along 
with exhibits of home freezers drew 
more than 1,000 people to High Point 
recently. 

The fair was sponsored by Vance 
Proctor, manager of the Colonial 
Frozen Food Locker Co. and chair- 
man of the High Point Chamber of 
Commerce agriculture committee, the 
North Carolina State College exten- 
sion service, and local county agents. 

Seven brands of home freezers were 
demonstrated by local appliance dis- 
tributors, who expressed gratifica- 
tion at the intense interest shown in 
freezers by the public. 

The day-long program featured a 
demonstration of the freezing of beef, 
pork, veal, and lamb, a lecture with 
colored slides on the proper methods 
of freezing fruits and vegetables; and 
an address by L. Y. Ballentine, North 
Carolina agriculture commissioner. 


Airtemp Ships Over 1,300 
Air-Cooled Residential Units 


DAYTON—Chrysler Airtemp ship- 
ments of air-cooled residential air con- 
ditioners passed the 1,300 mark in 
mid-August, according to J. F. Knoff, 
vice president and general sales man- 
ager. 

Production of the 2 and 3-hp. air 
conditioners began just as this sum- 
mer’s heat was settling down on 
most of the country. The majority of 
air-cooled installations have been 
made in the east Texas, Missouri, 
southern Ohio, and Atlanta regions, 
Airtemp said. 


Odds Million to One, But 


Melvin Won 2 Freezers 


NORTH CHICAGO — Melvin S. 
Rubin of Hollywood, Calif. had the 
shipping department of Deepfreeze 
Home Appliances seeing double re- 
cently. 

Within one week’s time, he broke 
the bank on two radio shows—‘True 
or False” and “Take a Number” and 
won two 17-cu. ft. Deepfreeze home 
freezers. 

When Deepfreeze received the ship- 
ping orders from the two radio pro- 
grams, they checked and double 
checked and still saw double. Odds 
against this happening are at least 
one million to one, it was estimated. 

Rubin has been notified that he 
may receive a Deepfreeze refrigera- 
tor in place of one of the two home 
freezers he won. 


To Cool New Bank Branch 


BIRMINGHAM, Ala. — The new 
one-story branch office of the First 
National Bank of Birmingham, in 
the adjacent industrial municipality 
of Fairfield, will be completely air 
conditioned. 


BEWARE! ¢ 


Peer: losing business. | 
Get big profits from fast- 
moving Howard Home 
Freezers. Modern double 


or single door upright, chest models and 


beverage coolers. : 


TERRITORIES FOR DEALERS, DISTRIBUTORS, 
and REPS—just a few left. 


yiowar) REFRIGERATOR 

COMPANY, INC. 
4745 Worth St., Phila., Pa. 

Export Div.—250 Park Ave., New York, N.Y. 


230-VOLT MODELS. 


MANUFACTURER 
OVERSTOCKED 


000 


34-TON ROOM AIR CONDITIONERS, 115-VOLT AND 
ALL UNITS 
CRATES. WILLING TO SELL IN SMALL LOTS. 
ALL MUST BE MOVED IMMEDIATELY. NO REA- 
SONABLE OFFER REFUSED. 


Box 4360, Air Conditioning & Refrigeration News 
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What's behind a tradition? 


When local dignitaries gather for a cornerstone-laying ceremony 
they are extending a tradition which began long before the 
Christian era. Early civilizations based many of their activities 
On astronomy. Temples and public buildings were oriented with 
the cardinal points of the compass. The proper placing of the 
cornerstone was supervised by the priests. To invoke the blessing 
of the gods, scrolls were placed in and beneath the cornerstones. 
From this has come the custom of putting inscriptions on corner- 
stones telling when the building was erected and giving the 
names of the builders. 


DEPENDABILITY 


Over three decades ago a group of practical refrigeration people 
laid the cornerstone for what is now the Copeland tradition. That 
cornerstone was a desire to build better refrigeration equipment. 
By engineering accomplishments, sincere business relationships 
and practical understanding, those men built the Copeland repu- 
tation to where it is synonymous with dependability. 


Copeland builds a complete line of refrigeration condensing units. 
Best-known is COPELAMETIC, the Accessible Hermetic. In this 
motor-compressor there are no belts or seals to wear out. There 


..COl 


| 


COPELAND REFRIGERATION CORPORATION - 


f 


sath. nlite, Gee Vie St a Sin eae 


nerstone 
e Copeland tradition 


is no need for manual oiling. This cuts servicing up to 907%. But 
the outstanding feature of the COPELAMETIC is its accessibility. 
It can be serviced right on the job. It is a compliment that this 
original Copeland development set the pace which others are 
following. 


Copeland also builds belt-driven units. There are models for every 
refrigeration or air conditioning application. Air-cooled, remote 
COPELAMETIC units are built from % through 3 HP. and 
water-cooled from 3 through 7, HP. Belt-driven Copeland 
units are built in the same size ranges. 


SIDNEY, 


ee es Bs aes. 
a eee es 
ase sf et 

or heh eg 


Re atleast i: 3 
LO 
VS 
, f 
ay 
ng f | 
ng j 
ow — < 
int 29" » NN 
‘ A a — 
i hatiad 4 4 
ce ed i “? . ~~ ' 
ial e Ny : NO 
ir- . nA [a3 omy ( 
of ‘ : ee jer : oe ant ( \ 23 
he NY 97 D P ; rp 
| BN ot SE APS 
= WM oc / by a erie 
ts | ar a | 2 Soe 
re EN he a | Ce) ES 
a oe, yen Se 
; pA eh ess > 
in ‘7 | ee { g4 | = é 
vt at) et 7 =~ 
y * Wi ~~ 4 j 
| eee 7 \ 
9 a / { | 
a f F on r ry ME Fin te | | , 
of, uf Re Peas. y) “ A ! N e | 
th - : the) . 42 saa A " : pomp ; 
d g ne o 
s eo , aad We ————— ; 
= as Riedie ; 
nd . é Cf ies < so” 
- | ee x! oe <4 Lh si nt | 
| a ee ~< (/ i Yi, — ~~ Be PY 
0 | ee ae ‘! qe \ \ f ea, eae or Ps x ORR Ce a 
/ ev ep ; Ps . 400 > Oe Ws ¥ + Tre as 
44/7? a rs AG \ natty ; ; a oe a coy Sah eRe ) 
is ’ le . oo my ost ey — = ms ee og , ae x cee Se 
NC ae CR : RR ; 
iY eee | lk = i  * 
D- f Wf Y Y hi My, g \ age P a . eX, » a" . 
2 ‘Hjy / | aS , 
“ WE U7 | qua” oS 1&8 
= yy, oy s ; a ‘ e "thie 4 “ rs 7 4 + . = L 
ae : . ae J a 
n + ae . ee, £ 2 7 ‘ “ ‘ 3 
.f * all an a er | (a= saa? A 
i, la. me’? | i % ee 
: i nna ie a” | aa. | 
a neni 1 € F : 
eh capa 3 s 7 ’ § ~ j 4 
— MWY YY SZ Ty 
¢ ; a e i ie ee S eg = . — a — _— - % a wn a ss aes A be £ 
, f : 2 4: rn ‘ eon tear ed AN Pda — a ee an Ree 
| | *t_ Copeland ——— tM s 
» e +3 ame a ee iat x a ay : | —= be ; Ete 5 es ef 
‘ A _ = oe , Z e = Sir ~ is 
4 - im LS Rope” 
, - ; : a ant : ; PY # 
a | i vai = Ee 
a 
Pe ae a f t ee | 
ee 
te 
Bay 
i 
His 
— ——~, ag ‘ —— ; 
——— —— — dle FS x" — — 
: an ~ - be 
: ‘ef <— F i bs fs zt . Rs “ ‘ ae 
~ o- ; - = oy, - 
ae opevan ge Jets [abe >, 
7 | DEPENDABLE $4*"ReFRIGERATION | ee 
REFRIGERATION UNITS (OPEN . TYPE AND COPELAMETIC) WATER COOLERS er 
‘ae 
On i O10 a 
oe ae iy ; é ~ ae 2 : 3 hye es pale od es. n : ah eee a, Seg tag | Lue set! Siiety* ried oT hha FE ede: ry a Y 
5S SSS. rr — cna oe ston 98, Seibel cesta ie nen Be cas Eee Pits Bs iad ad wet Ss. Set Ey. nt uo 4 nn ‘3 
mele Be i ek a ee RT Oe, ST Le Cee Ta ee ae ee Se Te OT ee SETS TTS EEA. f MT SS ERY SORTER SY Pa Gece oe Tee eaten Tae 
; 2 #< ours cin is 2 ak - ny we et np SO nie, 8S ae m  < 3, * os = - ang oss? ee RTS “= ae z paler gan Sie t=? “ve IB in Sart x; is ; om PBT, - wat, + * : ae Z F arse co, Teale a rath oS ps * * pga ae, = - CS Pes on Bs : ts ts gee 
% m ~ % es Aa cecal pe £; Sanh oe ace fae i&3 fe fe Veshed 3 1s xu ty {uae SB ice ae | Ae ts oe =. Cer Sra ey + te Ried a i? 2a de ie 5? age PP ated ie ay = . Begs ed nt jis a ot . *s: dat ee tay ao cr Es F ioe a, at Feige gi an Ct do. te : crs i re Best f 2 nes # nN “ * 
rt gE eA ee ee OO ead ee aE BBE el a ee ROP a St, Wak ee nd Pee ee ets eee a ee ee eg a, ag he eee © os eee eee fe Osi tee © patae cients cence dante Senin, Reine RNs ee Sate Maier (0 Sab Dax ae eee ASOT ens a eee 


4 


AIR CONDITIONING & REFRIGERATION NEWS, 


AUGUST 24, 1953 


Frozen Foods Show -- 


(Concluded from Page 1, Column 3) 


with a reception and cocktail party 
in the ballroom of the Waldorf. 

The first business session, for all 
registrants, will be held the next 
morning, followed by the opening of 
a 60-booth exposition in the hotel that 
afternoon. The larger, 150-booth show 
will open Thursday afternoon, Feb. 
25, at the 7ist Regiment Armory, 
following the morning business ses- 
sion of that day. 

Although opening day at _ the 
Armory has been named Distributors’ 
Day, the show there is for all 
branches of the trade and doors will 
remain open in the evening for the 
convenience of retail buyers. 

The extension of the show from the 
Waldorf to include the Armory was 
necessary to secure the needed space. 
However, it is not expected to in- 
convenience convention guests since a 
continuous limousine shuttle service 
will cover the few blocks between the 
hotel and the Armory in less than six 
minutes. 

To handle the show end of the af- 
fair, NWFFDA has enlisted the serv- 
ices of a professional trade show 
management firm. This is the Strauss, 
Spigler, Kline Corp., 1809 Finance 
Bldg., Philadelphia. 

William Spigler of the organiza- 
tion will act as show manager and 
Adolph Strauss will handle publicity 
under the direction of the association 
convention committee headed by Wil- 
liam M. Walsh of Pittsburgh. The 
former two will be remembered for 
their efforts in staging the indepen- 
dently-produced Frozen Food Show in 
New York City, last April. 


CONTROLLED GASKET THICK- 
NESS ASSURES UNIFORM 
PISTON VALVE-PLATE CLEAR- 
ANCE. 


My VALVE PLATE PRECISION 
GROUND AND LAPPED, REEDS 
ARE FINEST SWEDISH STEEL. 


ALL MOVING PARTS CON- 
TROLLED TO 0005 TOLER- 
ANCE THROUGHOUT. 


ALL OVERSIZE BEARING AREAS 
Sunn —AN ASSURANCE OF LONGER, 
ime TROUBLE-FREE WEAR. 


HEAVY DUTY HARDENED 
SHAFT TO CONTROLLED 
STRAIGHTNESS. 
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HEAVY-DUTY means what 
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Movies May Be Better But 
Cooling’s Better Yet 


LIMA, Ohio—Movies may be better 
than ever, but air conditioning is 
better than movies. Or so it would 
seem from window display cards put 
out by the Castamba theater in 
Shelby, Ohio, when it installed a new 
air conditioning system. 

The cards read: 

“Carrier Air Conditioning. 

“Latest Modern Miracle of Manu- 
factured Weather. 

“Now .. . Enjoy Healthful, Cool 
Comfort in All Kinds of Weather. 

“Plus Tops in Motion Pictures.” 

The 800-seat theater is serviced by 
a 40-ton central system installed by 
Sweeney Engineering Co. here. 


Trion Appoints J.D. Meyer 
Appliance Sales Manager 


McKEES ROCKS, Pa.—Trion, Inc., 
designer and manufacturer of elec- 
tronic air cleaning equipment for 
home and industry, has recently ap- 
pointed John D. Meyer as sales man- 
ager of the firm’s appliance division. 

Meyer will have jurisdiction over 
the sale of Trion “Packaged” elec- 
tronic air cleaners for the home. 
Plans are in progress for a large ex- 
pansion program in the home field 
with the establishing of franchised 
distributors throughout the United 
States. 

Prior to his present position, Meyer 
was vice president of an advertising 
firm and prior to that was a market- 
ing and merchandising consultant 
with offices in Pittsburgh and Wash- 


Bush Buys Heat-X -- 


(Concluded from Page 1, Column 5) 
growth in volume of business and 
profit and currently has a substan- 
tial backlog of orders, it was stated. 

In a notice to stockholders prior to 
purchase, Bush Board Chairman 
James W. Hatch reported: “The ac- 
quisition of The Heat-X-Changer Co., 
Inc. will not only increase substan- 
tially the consolidated assets of The 
Bush Mfg. Co., but also is expected to 
improve future earnings.” 

The proposal, which was approved 
by Bush stockholders at a special 
meeting Aug. 17, provided for a 
capital stock increase from 125,000 
shares of $5 par value to 153,000 
shares of $5 par value. 

This increase paved the way. for 
Bush to acquire Heat-X at the rate 
of two shares of Bush common stock 
at $5 par for each share of Heat-X 
at $10 par. 


Amana Appoints Igoe Bros. 
Northern N. J. Distributor 


AMANA, Iowa — Igoe Brothers, 
Inc., Newark, N. J., has been ap- 
pointed distributor for Amana food 
freezers in northern New Jersey, it 
was announced recently by Amana 
Refrigeration, Inc. 

Plans are under way to launch an 
immediate campaign to franchise new 
Amana freezer dealers throughout 
the 14 counties of northern New 
Jersey, it was reported by Frank W. 
Simcoe, sales manager. Ten outside 
salesmen calling on dealers in the ter- 
ritory will handle the line, he added, 
and their number will be increased. 


Profit Margins-- 


(Concluded from Page 1, Column 2) 


increased and in time may be 
shortened. 

“Products such as_ dishwashers, 
water heaters, dryers, electric ranges, 
and room coolers, while accepted in 
some degree, are not regarded as 
necessities by home owners and re- 
quire special installing. ... 

“On these products the margins 
may stay where they are or in some 
cases be increased. I seriously doubt 
the wisdom of trying to keep price 
lists on these products.” 

Predicting that long-term selling 
will continue, Hampton said dealers 
specializing in this policy will get a 
higher percentage of total sales of 
refrigerators, laundry equipment, and 
television. 

These dealers, he declared, will get 
list prices, or, through carrying 
charges, higher than list prices. Man- 
ufacturers will continue to advertise 
national prices on these products, he 
said. 

The bulk of the business on appli- 
ances in the introductory or low satu- 
ration stage will be done by specialty 
stores, Hampton believes. 

“To accomplish this,” he told the 
conferees, ‘manufacturers will drop 
their national pricing policy and will 
price in relation to area market ac- 
ceptance, so specialty stores can com- 
pensate sales activities adequately 
for the work that must be done to 
move these appliances in the market 
place.” 


PLUMBING DEALERS MAY 
BECOME MORE ACTIVE 
IN FIELD 


Hampton also forecast that plumb- 


CHOICE OF CONNECTIONS 
PERMITS CONVENIENT IN- 
STALLATION OF CONTROL 


ALL CASTINGS OF FINEST | 
CLOSE GRAINED ELECTRIC 
ie FURNACE GREY IRON FROM 
we ~LEHIGH’S OWN FOUNDRY. 


LEHIGH HEAVY DUTY UNITS 
FROM ¥% HP. THRU 5 HP. ARE 


EQUIPPED WITH MULTIPLE 
COMPRESSION RINGS. 


REMOVABLE CYLINDER BLOCK. | 
NO NEED TO REMOVE COM- 
PRESSOR BODY FROM SYSTEM 
TO SERVICE, REPAIR OR CLEAN 
CRANKCASE AREA. A REAL 
TIME & LABOR SAVER! 


LARGER CRANK CASE CAPAC- 
ITY ASSURES AMPLE OIL j 
SUPPLY FOR CONTINUOUS 
HEAVY DUTY OPERATION. 


When the job calls for a “HEAVY DUTY” unit you want one that is designed 
and built for that purpose. Anything else would be “short-changing” the 
customer. The features illustrated above are in all Lehigh heavy duty units 
from % thru 5 H.P. In addition, these units all have extra large, full length 
condensers and larger, full length, pump-down-capacity receivers. Lehigh 
heavy duty bases are made of non-breakable malleable iron legs with 
plate steel in-between. And to make motor changing or belt adjustment 
easy, Lehigh fyrnishes adjustable motor rails. Many of these features are 
exclusive with Lehigh — the result of Lehigh’s finer engineering and widely 
diversified manufacturing facilities. We'll be glad to mail you catalogs — 
or you can see these units at your Lehigh BLU-COLD jobber. 


WM—10F — 1 HP. 
WATER COOLED UNIT 
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Automatic Vending Machines 


ing dealers will become more active 
in the appliance industry and that 
appliance sales to builders will in- 
crease, with the practice possibly 
expanding to include ranges, dryers, 
and automatic washers. 

Another speaker, D. E. Rosenthal, 
managing director of the Nebraska- 
Iowa Electrical Council, Inc., reported 
that a “Weather Prophet” room air 
conditioning promotion conducted by 
NIEC helped increase Omaha area 
sales from a 1952 figure of 761 units 
to 3,267. An additional 6,772 units 
were sold in Omaha’s immediate 
trading area, he said. 

Rosenthal explained that the pro- 
motion was in the form of a contest 
which offered the public a chance to 
win a free vacation in Colorado, a 
room air conditioner, and other prizes 
by predicting how hot it would be on 
July 4 in Omaha and completing the 
statement, “I want a room air condi- 
tioner because... .” Entry blanks had 
to be secured from a dealer and the 
completed form taken—not mailed— 
to him. 

Rosenthal said that increased na- 
tional advertising of room air con- 
ditioners, as well as the promotion, 
undoubtedly helped increase local 
sales. But he noted that there had 
been practically no gain in room unit 
sales in Des Moines where the 
climate is comparable to that of 
Omaha and where no special promo- 
tions of these units were held. 


1954 ROOM COOLER SALES MAY 
EXCEED ONE MILLION 


The subject of room air condition- 
ers was also discussed by Walter H. 
Eichelberger, vice president of Philco 
Corp.'s refrigeration division, who 
predicted that more than 700,000 
units will be sold this year and that 
1954 sales will exceed 1,000,000 units. 

“Today, many dealers sell room air 
conditioners the year around,” he 
pointed out, “even in northern cli- 
mates. These dealers emphasize that 
there is more to air conditioning in 
a room unit than just cooling. 

“With the advent of a very im- 
portant feature—heating, now avail- 
able on a heat-pump basis—weight 
is definitely added to this line of rea- 
soning. Thus, the market in most sec- 
tions is greatly expanded.” 

Eichelberger stressed that an air 
conditioner “is not the same kind of 
appliance as a refrigerator, a range, 
a freezer, or a washing machine. You 
can sell one of these appliances to a 
home, but the market in every home 
for an air conditioner is equal to the 
number of rooms in that home.” 

He also stated that installations 
such as that of 900 room units in the 
Gulf building in Pittsburgh “are set- 
ting a definite pattern for the future 
of the single room air conditioner.” 

At the close of the convention, the 
following officers were elected for 
the year 1953-54: President, A. L. 
Maillard, Indianapolis; vice president, 
| H. E. Cook, Detroit; treasurer, E. J. 

McGinnis, Cincinnati; and secretary, 
| A. H. Kessler, Minneapolis... . 


Saudi Arabian Govt. 
Installs $150,000 
Worth of Cooling 


NEW YORK CITY—Air condition- 
ing equipment costing approximately 
$150,000 is being installed in royal 
and government quarters in Riyadh, 
the capital of Saudi Arabia, it was 
announced recently by the Westing- 
house Electric International Co. 

Royal guests at Badia Palace, home 
of Crown Prince Saud, will soon relax 
in cool comfort in this land where 
temperatures often reach 130° F. in 
summer. A central-type Westinghouse 
air conditioning system which has a 
total capacity of 120 tons will condi- 
tion the air in 29 guest rooms, one 
large dining hall, and reception hall. 

A similar system is being installed 
‘at Murrabah Palace, the home of 
Prince Talal, which will service the 
palace plus five guest apartments. 

Installations in five new houses and 
one office wing are also being made 
for Sheik Suliman, Minister of 
Finance of Saudi Arabia. Equipment 
in these buildings will be of forced 
air circulation type and will range 
from 15 tons to 30 tons capacity, 
featuring dual refrigerant cycles with 
hermetically sealed compressors. 

In all buildings, units will be used 
not only for cooling in summer but 
also for heating in winter, for tem- 
peratures often go below freezing on 
winter nights. 

Haji Abdullah Alireza & Co., 
Westinghouse distributor in the 
coastal city of Jeddah, handled the 
orders. All equipment was manufac- 
tured by Westinghouse’s Air Condi- 
tioning Div. in Hyde Park, Mass. 


Gibson Named - - 


(Concluded from Page 1, Column 4) 


following a heart attack. He was 58. 

Schweller had directed the devel- 
opment of several of the improve- 
ments made in the company’s prod- 
ucts. 

Joining Delco as a draftsman in 
1916, Schweller later became a de- 
signer and in 1921 was appointed to 
the designing staff of Delco-Light 
Co. He was named general foreman 
in charge of all Frigidaire assembly 
operations in 1925, assistant super- 
intendent in 1926, and superintendent 
of Frigidaire’s Taylor St. plant in 
1927. 

The following year, he became as- 
sistant chief engineer in charge of 
product development. In 1933, he was 
again appointed assistant chief engi- 
neer. He was promoted to chief engi- 
neer in 1937. 

Schweller was president of the 
Frigidaire Welfare Association and 
was active in several other societies 
and clubs. 

He is survived by his widow, Ida 
Knostman Schweller; two daughters, 
Helen and Joanne; and two sons, 
Robert and Harold. 


Westinghouse - - 


(Concluded from Page 1, Column 2) 


peatedly surveyed the field and will 
re-enter it in '54 with what we be- 
lieve will be a line of room air con- 
ditioners equal to any on today’s 
market.” 

The new line of Westinghouse 
room air conditioners will be shown 
to the company’s major appliance 
distributors during the distributor 
convention in Mansfield this fall and 
will be available at the retail level 
early next year. 
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FLO-COLD Stainless Stee/ 


DRINKMASTER 
ICE CUBER-COOLER 
“A CASE OF COOL JUDGMENT.” 
Mfg. by 
United Friguater Engrs. 
Menominee, Mich. 
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Hotpoint To Use Sellers’ 
Ideas on Demonstrations 
In Compiling '54 Manual 


CHICAGO—In order to create a 
more effective sales manual as well 
as present new and different demon- 
stration ideas to help produce addi- 
tional sales for retail dealers in 1954, 
Hotpoint Co. has mailed a demon- 
stration technique form to its entire 
organization. 

“Because retail salesmen are closest 
to the point of sale in appliances, 
their ideas for demonstrations are 
going to be used in the 1954 sales 
manual,”’ D. D. Thompson, sales train- 
ing manager for Hotpoint, said. 

Thompson pointed out that what 
one salesman in New York uses as a 
sales clincher may be helpful to an- 
other salesman in Texas or Cali- 
fornia. 

“The idea here is that an exchange 
of demonstration ideas to close sales 
would ke incorporated into the sales 
manual,”’ he explained. ‘‘This would 
make the manual more effective for 
the retail salesman and help him in 
his daily selling,’’ Thompson added. 

The questionnaire asks for the best 
demonstration ideas used in selling 
refrigerators, freezers, ranges, water 
heaters, automatic washers, dryers, 
ironers, dishwashers, Disposalls, room 
air conditioners, dehumidifiers, and 
kitchen cabinets. 

Thompson pointed out that some- 
times a simple demonstration idea— 
using a handkerchief, pencil, or piece 
of paper—closes sales faster than a 
20-minute sales talk. 

“By way of example,” it was stated, 
“sales of freezers and refrigerators 
can be more effectively demonstrated 
through the use of a dollar bill. In 
explaining to the customer how tight 
the seal of a refrigerator or food 
freezer is thus keeping her foods at 
the proper temperatures, the retail 
salesmen slips a dollar bill between 
the door and cabinet. He asks the 
prospect to try and pull it out. This 
simple, yet effective idea, has helped 
many a salesmen make a sale.” 


Balloon Flight Contest 
Results In Publicity 


DOVER, Ohio—A local dealer of | 


Revco food freezers has found a 
crowd getter for his County Fair dis- 


plays. Walter Hanner, Jr. of Frozen | 


Food Lockers is using helium-filled 


Revco balloons to attract the young | 


set and their parents to his exhibit. 
A postal card with the name and 
address of the child is attached to the 


balloons with a note for the finder to 


return the card to the youngster. 
After a certain date, the child 


whose balloon traveled the greatest | 
distance receives a prize on return- | 


ing the card to Hanner. 
The contest has 
spread interests 


Hanner has used the _ idea. 


created wide- | 
in the two years | 
Local | 


newspapers have given it considerable | 


publicity and the Revco dealer con- 
siders it a worthwhile effort. 


Revco Makes TV Films, 
Movie Trailers for Dealers 


DEERFIELD, Mich. — Revco, Inc., 
manufacturer of food freezers, has 
released a series of television films 
and movie trailers on the use and 
features of freezers for Revco dis- 
tributors and dealers, it has been an- 
nounced by John W. Rietzke, sales 
promotion manager for the firm. 

The television films for local use 
are listed as being of one-minute and 
twenty-second duration, respectively. 
The movie trailers are in color and 
nine varying strips are offered for use 
in local or drive-in theaters by the 
distributor and dealer organizations, 
according to Rietzke. 

A special price list has been set on 
all of the films available to Revco 
distributors and dealers through the 
promotion offices at Deerfield. 


Phileo Names R. H. Cooper 
Manager of Special Sales 


PHILADELPHIA—-Appointment of 
Robert H. Cooper as manager of spe- 
cial sales has been announced by 
Philco Corp. Cooper will be in charge 
of all special sales including pre- 
mium sales. 

Cooper joined Philco in 1949 as 
premium sales manager of Philco Dis- 
tributors, Inc., New York City. At 
one time, he was director of advertis- 
ing and publicity for United Artists. 
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Servel Launches Its 
Freezer Sales Contest 


EVANSVILLE, Ind. — The “Step 
Out in Style” contest, enabling Servel 
dealers and retail salesmen to amass 
prize points with the sale of home 
freezers, has been set in motion by 
Gordon Malone, sales manager of 
Servel’s home freezer division. 

Malone explained that eligible men 
in dealer organizations would receive 
1,400 prize points for each Servel 
home freezer they sell, including both 
horizontal and vertical-type freezer. 

The points may be exchanged for 
awards that include custom-tailored 
clothes, top brand men’s accessories 
and nationally advertised merchan- 
dise of great variety. The contest will 
continue until Oct. 17, 1953. 

A similar “Step Out in Style” con- 
test has also been set up for the 
benefit of Servel distributors and dis- 
tributor salesmen, Malone said. 

He added that all freezer sales will 
continue to include Servel’s food plan 
“that permits purchasers to save 25% 
on up to $200 worth of food pur- 
— at any store of their choice.” 


‘Look’ Article Features 
G-E’s XR-10 Refrigerator 


LOUISVILLE, Ky.—‘The greatest 
improvement in home refrigeration 
since the old-fashioned ice box was 
wired for electricity,” says Look 
magazine, quoting ‘‘thousands of U. S. 
homeowners" who saw General Elec- 
tric Co.’s experimental XR-10 room- 
divider refrigerator on tour. 

Three pages of Look’s Aug. 25 issue 
are devoted to this unique refrigera- 
tor which is cited as “one example of 
the kind of research major manufac- 
turers are carrying on to develop ap- 
pliances that fit the new type of open 
kitchen” which “is losing one of its 
four walls.” 


Pick Williams To Represent 
Nash-Kelvinator In Capital 


DETROIT-—-Raymond E. Williams 
has been appointed government con- 
tact representative for Nash-Kelvina- 
tor in Washington. 

With Nash Motors since 1945, Wil- 
liams succeeds Richard T. Purdy. His 
offices are in the Cafritz building. 
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REFRIGERATORS & FREEZERS 


ACE 

ACME SPASAVER 

ADMIRAL 

ALDEN 

AMANA 

AMC 

ANHEUSER-BUSCH 

ARMAID 

BARKOW 

BELKNAP 

BEN-HUR 

BISHOP QUIK FREEZE 

CARRIER 

COLDIN 

COLDSPOT 

COOLMASTER 

CO-OP 

CORONADO 

CROSLEY SHELVADOR 

FIRESTONE 

FREEZE MASTER 

GAMBLE 

GENERAL CHEF 

GENERAL ELECTRIC —- Canada 

GIBSON 

GILSON 

GLASCO 

GLEN DALE 

GOODRICH 

HARDER FREEZ BY TYLER 

HILSON 

HOME PROVISIONERS 
MAGIC PANTRY 

HOMESTEAD 

HOTPOINT 

HOWARD 

HUDSON 

THE JOHNSON TWENTY 

JORDON 

KING AMBASSADOR 

LA CROSSE 

LECTRO-HOST 

MANITOWOC SUB ZERO 

MARQUETTE 

MARVEL 

NORGE 

PLYMOUTH 

QUICFREZ 
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REVCO 

RICH PLAN 

RYAN FREEZ PANTRY 
SERVEL 

SUPRE-MACY 

TORVIC 

UNICO 

UNITED 

UNIVERSAL 

VICTOR 

WESTERN AUTO 
WESTINGHOUSE 
WILSON 
WHITEHOUSE 
ZENITH 

ZERO AIRE 

ZERO FREEZE by RHODES 


COMMERCIAL REFRIGERATION 


ACE Commercial Refrigerators 

AJAX Automatic Ice Maker 

ANHEUSER-BUSCH Ice Cream 
Cabinets 

BAKE-O-BANK Bakery Freezer 

BEV-A-DOR Beverage Refrigerator 

BLOOD BANK Blood Refrigerator 

CALCOLD Comm. Ref. 

CHILL AIR Walk In Freezers 

COLDIN Display Cases 

COLDISPLAY Ice Cream Showcase 

CRYSTAL TIPS Ice Maker 

CUBE MASTER Ice Cube Maker 

FARM-MASTER Milk Cooler 

FOSTER Commercial Refrigerators 

GLASCO Sandwich Unit 

KOOL-RITE Package Refrigeration 

LA CROSSE Bottle Coolers 

MASTER-BILT Milk Cooler 

PERLICK CARBO-MIX Bottle Cooler 
and Beer Dispenser 

RITEWAY Milk Cooler 

SANI-KOOL Dairy Cooler 

SPEED FREEZE Bottle Beverage 
and Draft Beer Coolers 

UNITED DRY KOOL Dry Bottle Cooler 

UNITED KOOL MASTER Beer Cooler 

WILSON Farm Milk Cooler 


ELECTRIC WATER COOLERS 
HIRES 


Compensation Methods Survey Shows Selery-Pleee 
Commission, Straight-Commission Gaining Favor 


LOS ANGELES — A _ survey con- 
ducted by the Personnel Group of the 
National Retail Dry Goods Associa- 
tion reveals that the salary-plus-com- 
mission and __ straight-commission 
methods of compensating salesmen 
have increased in popularity in the 
past seven years. 

A summary of survey findings was 
presented at a NRDGA meeting here 
recently by Charles B. Potter, general 
personnel manager of Schuster & 
Co., Inc., Milwaukee. 

Potter reported that use of the 
salary-plus-commission method has 
increased in stores grossing $5 mil- 
lion to $10 million annually and those 
grossing more than $10 million at 
the expense of the quota bonus 
method in the former and straight 
salary and/or straight commission in 
the latter. 

The study brought out these 
opinions on basic compensation meth- 
ods, according to Potter: 


Salary plus commission: This 


method is easily administered, easily 


understood by the employe, and as- 
sures a reasonably stable income. 
Main disadvantage is that the below- 
average employe is equally rewarded 
with the above-average employe. 

Straight commission: In general, 
store managers and personnel direc- 
tors feel this method offers the great- 
est incentive. Too, it is said to level 
selling costs and keep them stable 
and to attract a higher type of sales- 
man. 

However, this plan requires more 
direct supervision and often leads to 
high-pressure salesmanship, poor 
teamwork, less flexibility and higher 
administrative costs. 

Bonus method. Although this plan 
provides incentive, it is neither easily 
understood by employes nor easily 
administered. Further, when tied to 
salaries, the highest quotas are as- 
signed to the highest salaried em- 
ployes, Thus, if a merit raise is given, 
the recipient's quota is automatically 
raised, thus decreasing chances for 
more earnings. 


Men 


KELVINATOR PALMAIRE Evaporative Coolers 
LARCO SNO-BREEZE Evaporative Coolers 
OASIS UTILITY Evaporative Air Coolers 
PURO UTILITY Oil and Gas Burning Furnaces 
SUNROC WATERBURY Oil and Gas Furnaces 
GAS AND ELECTRIC RANGES WRIGHT Evaporative Air Coolers 
AUTOCRAT ELECTRONIC EQUIPMENT 
DUCHESS ALLIS-CHALMERS Electronic Induction 
EAGLE Heater Control Panels 

MONARCH ELECTRONIC SECRETARY Automatic 
PREMIER Telephone Answering Equipment 
HOME LAUNDRY EQUIPMENT FRACTIONAL HP MOTORS 
HAMILTON Clothes Dryers DELTA 

SPEED QUEEN Automatic Washer DOERR 


HOWARD INDUSTRIES 


VENDING EQUIPMENT 


LEE Governed Speed 


BEVMART Bottle Venders MARATHON 
FRUIT-O-MATIC Refrigerated REDMOND CO., INC. 
te ge ert MISCELLANEOUS 


GENERAL Bottle Vender 

GLASCO Pre-mix Dispenser 

IDEAL Bottle Vender 

MILLS Coin Operated Automatic 
Bottle Venders 

NORRIS Refrigerated Dispenser 

OASIS Juice Dispensers 

THE VENDO COMPANY Vending 
Machines 

VENDMOR Bottle Venders 


BELL & HOWELL 

CUTLER-HAMMER 

DE-FROST-IT Refrigerator Defrost 
Control 

DELTA TOOLS 

DIAMOND T Motor Trucks 

FLY KING Fly Killer 

HEVI-DUTY Heat Treating Furnaces 

KAREN Ref. X-ray film developer 


LEE Foot Switches 


HEATING AND COOLING 
EQUIPMENT 


ACME FLOW TEMP Remote Room 
Conditioners 

ALPINE Evaporative Cooler 

AP OILIFTER Fuel Oil Pump 

ARCTIC CIRCLE Evaporative Cooler 

DUO-THERM Oil and Gas Burning 
Appliances 

IMPERIAL Evaporative Cooler 

LENNOX Oil and Gas Burning 
Furnaces 

MARVEL Air Conditioners 

MOR-SUN Oil and Gas Burning 
Furnaces 

MUELLER-CLIMATROL Oil and Gas 
Burning Furnaces 


_ Here’s proof that Unilectric is Wiring Headquarters for the nation’s 
Tacavammeniuenmeis ili nlahdiniiiicieadindaa 


VIMELTRIL 


RAOE-MA 


Wame' 


Manufactured by 


Milwaukee, Wis. - 


LEE Home Flour Mill 

MILWAUKEE DIE FILER 

MILWAUKEE PROFILE GRINDER 

NIGHTROL Automatic Thermostat 
Control 

PAKO Photo Equipment 

POWER PRODUCTS Lightweight 
Gasoline Engines 

PRIDE OF THE FARM Heater for 
Livestock Watering 

SANI-HEALTH Dairy Water Heaters 

SANI-MATIC Factory Equipment 

SANITARY Scales & Counter Equipment 

STEARNS MAGNETIC Magnetic 
Brakes and Clutches 

STROB Photographic Equipment 

VOLLRATH Rotary Electric Lawnmower 


weenie MANUFACTURING & SERVICE COMPANY ) 
: < 49 South 6th Street ; ; 
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Jack Dietrich demonstrates 
the Mitchell room air con- 
ditioner for Mr. and Mrs. 
Jasper Abate, the first 
couple to buy a home 
with a built-in air condi- 
tioner in Homestead Gor- 
dens, new single-family 
subdivision in southeast 
Hammond, ind. The new 
home sold for $12,700 
with air conditioning in- 
cluded, and is one of 
eight different plans with 
16 variations in the de- 
velopment. 


Built-In Room Air Conditioners Included 
In Low-Cost Indiana Housing Development 


HAMMOND, Ind.—-What is said to 
be the first low-cost housing develop- 
ment in the midwest to include homes 
with built-in room air conditioners is 
now under construction in the Home- 
stead Gardens, a new single-family 
residential development in the south- 
east section of Hammond, 

The development was handled by 
Jack Dietrich, president of Home- 
stead Construction Corp., and The 
Alfred Monaldi Realty Corp., Ham- 
mond. 

Located six blocks from the Tri- 
State highway, Homestead Gardens 


is only 19 minutes from 95th St. and 
Stoney Island Ave. in Chicago. 


When completed in the spring of 
1955, the subdivision will consist of 
140 single family residences ranging 
in price from $11,450 to $15,000. 

The air conditioned home is one of 
eight different plans with 16 varia- 
tions available in the development. It 
features a %-hp. Mitchell room air 
conditioner installed through the wall 
of the dining area in the combination 
living-dining room. 

Air circulation throughout the 
house is aided by two built-in fans, 
one in the kitchen and another in the 
bedroom. 

The air conditioned home sells for 
$12,700, including a 42%-ft. by 130- 


ft. lot. It consists of two bedrooms, 
the large living-dining room, and a 
spacious kitchen. 

In addition, the Mitchell room air 
conditioners are available in any of 
the other homes at extra cost. Other 
homes are available with three bed- 
rooms and some with a full dining 
room. All plans include a full base- 
ment, automatic heat, and eating 
space in the kitchen. 

In design, the homes are either one 
story, one and one-half stories, or tri- 
level. 

At present, Dietrich is building two 
houses per week, with 46 of the 
homes either finished or under con- 
struction. He will add 130 more 
homes when the present development 
is completed. 


Morton Asst. Ad Manager 
At Viking Air Conditioning 


CLEVELAND—Promotion of John 
M. Morton to assistant advertising 
manager has been announced by 
George O. Gould, advertising man- 
ager of Viking Air Conditioning Corp. 
here. 

Morton joined Viking in 1950 as a 
copy writer, later becoming associate 
editor of the Viking house journal 
News and Views. 

After being graduated from Deni- 
son university, Morton worked as 
program writer and announcer at 
Station WCLT, Newark, Ohio. Before 
coming to Viking, Morton was in 
charge of publicity at a nationally 
known Cleveland theatre group. 

In World War II Morton served as 
an artillery sergeant in the European 


Theatre. While in service Morton 
studied engineering at Clemson 
A & M. 
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With the introduction of Tecumseh’s new line 
of large hermetics, your engineers can now de- 
sign a summer air conditioning unit that can 
be sold as a package unit with your present line 
of oil or gas fired winter air conditioners. 
Designed right and priced right these 
Tecumseh completely sealed Twin Cylinder Her- 
metics are available for 1, 142, 2 and 3 H.P. 
applications. The Tecumseh hermetic, in a prop- 
erly designed system, assures you of the most 
economical and efficient system available. 
Economy, freedom from service problems and 
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the world’s largest producer of condensing cnite ter the refrigeration lnduciry, 


TECUMSEH P 


ECUMSEH, MICH. 


TO HELP YOU 
MR. FURNACE 
MANUFACTURER 


AIR CONDITIONING 


HERMETIC 


efficiency are some of the reasons why the 
Tecumseh Hermetic is incorporated into the 
majority of room coolers. These same advantages 
apply to the integral H. P. compressors for year 
around applications. 

Why not get a head start in this new market 
by offering your dealers a complete . . . heating 
and cooling . . . air conditioning unit? 

Our Tecumseh representative in your territory 
will be pleased to give you all the facts about 
these Tecumseh Hermetics, simply write or call 
us today and he will contact you immediately. 
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EXPORT DEPT.: 211] WOODWARD AVE., DETROIT, MICH. 
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500 Philco Coolers Put 
In Gotham Hotels, Clubs, 
Brooklyn Hospital Wards 


NEW YORK CITY — Approxi- 
mately 500 room air conditioners have 
been installed in city hotels, clubs, and 
in the boys and girls wards of St. 
Charles Orthopedic Hospital in 
Brooklyn, it was reported recently by 
Jack Cherry, manager of room air 
conditioner sales for Philco Corp. 

Four 1-ton Philco room air condi- 
tioners were installed by Philco Dis- 
tributors, Inc. of New York, in the 
wards for boys and girls in the 
Brooklyn hospital. 

Among the latest hotels to equip 
guest rooms with Philco room air 
conditioners is Gotham’s famed 
theatrical hotel, the Algonquin, where 
130 units are bing used. The Tuscany 
on 39th St. has completed installation 
of 150 of these units. 

Other New York hotels having 
Philco air conditioning include the 
Westbury, Carlisle, Victoria, Beacon, 
Warwick, and Roosevelt. The Chem- 
ists Club and the Medical Arts Build- 
ing are among clubs and office build- 
ings using Philco air conditioning. 

The hotel, club, and office building 
installations were handled by Philco 
dealers in New York, including Airvel 
Corp., Trubitz Co., and Airaconda Co. 


Remington To Distribute 
Room Coolers In Canada 


AUBURN, N. Y.—Remington con- 
sole and window model room air con- 
ditioners will be distributed in Can- 
ada by Remington Air Conditioning 
Co. (Canada) Ltd., it was announced 
recently by M. L. Judd, general sales 
manager, Air Conditioning Div. of 
Remington Corp. 


Remington Corp. will manufacture 
the units for Canadian use in its 
Auburn plant. Provisions for supply- 
ing the Canadian market through the 
new firm were made several months 
ago and will not affect deliveries to 
stateside distributors. 


Remington’s opening of the Can- 
adian market for air conditioning is 
a phase of Remington’s expansion 
program, part of which is strengthen- 
ing the high position already held 
by Remington in the export of room 
air conditioners, Judd said. 

The new firm, which is wholly 
Canadian owned, has its main offices 
and showrooms in Toronto, with 
branches in Montreal, Winnipeg, 
Vancouver, and Saint Johns. 


Merchandise is now being ware- 
housed at all branches for immediate 
delivery to dealers. Many retail out- 
lets have already been established, 


COOLER 


NEWS 


including all General Television Sales 
Co. stores, and such key accounts as 
Ogilvy’s, J. Becker Inc., Hercy Elec- 
tric Co., and Air Conditioning Co. 
(Canada) Ltd. will handle Reming- 
ton exclusively. The retail pattern is 
expected to follow closely that preva- 
lent in the United States. 

Officers of Remington Air Condi- 
tioning Co. (Canada) Ltd. are Peter 
V. Brown, president, and Clifford 
Yonson, secretary-treasurer; A. E. 
Brown is general sales manager. All 
are from Toronto. 


Shelby County, Tenn. 
Courthouse Will Get 


35 Window Conditioners 


MEMPHIS, Tenn. — The Shelby 
County Commission recently received 
bids for 35 window air conditioner 
units for Courthouse installation. 

Officials said apparently low bid 
was $9,999.99 by D. M. Shy for 
Mathes 1-ton units. Apparent low 
bidder for electrical wiring of the 
units was $3,585 by Standard Electric 
Co. 

All county offices except the fol- 
lowing are to be air conditioned: 
Board of Education, Chancery and 
Circuit Court Clerks offices, trustee, 
register, engineer. None of the courts 
except Probate Court are to be air 
conditioned. Another unit is to be 
added to the 1-ton unit now in Pro- 
bate Court. 

Present wiring in the Courthouse 
can carry only power sufficient for 
35 units, according to Gene Bursi, 
Courthouse custodian. The Courthouse 
is being surveyed for a complete new 
wiring system later, which will per- 
mit further air conditioning units, 
Bursi said. 


Fresh’nd-Aire Names Kelly 
Assistant Chief Engineer 


CHICAGO — J. W. Alsdorf, presi- 
dent of the Corp Corp., has announced 
the appointment of Henry P. Kelly 
as the assistant chief air conditioning 
engineer for the Fresh’nd-Aire Co. 


Kelly will do research and creative 
development work on “Fresh’nd-Aire”’ 
air conditioners and air treatment 
appliances at the new Grayslake, Ml. 
plant of the Fresh’nd-Aire Co., a di- 
vision of the Cory Corp. 

Prior to his association with 
Fresh’nd-Aire, Kelly was a supervisor 
field service engineer with the White- 
Rodgers Electric Co. 

He has attended the Lewis Institute 
of Technology in Chicago and is a 
graduate of the Utilities Engineering 
Institute in that city. After his gradu- 
ation, Kelly was an instructor and 
the chief engineer at the Utilities 
Engineering Institute. 


CUT FAN BLAD 


“BURDCO” 
interchangeable hubs 


INVENTORY 


reversible 


' meet every céstomer demand 


Hubs in 6 bore sizes adaptable to 3 or 4 blade 
fans, front or back hubs, cigekwise or counter- 
clockwise, in all variation# Of pitches. Lock be- 


tween blade and hu 


Blades designed to fit “BUR 


hubs available in either rigid o 
rubber mount. Rubber mount type 
recommended when desirable to 


dampen noise from vibration. 
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alon e. BURDEN CO., inc. 
3352 Motor Ave., 

los Angeles 34, California 
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INSIDE DOPE 


GEORGE F. TAUBENECK 


(Concluded from Page 1, Column 1) 


and mental INITIATIVE, AMBI- 
TION, and INVENTIVE RE- 
SOURCEFULNESS. 

“With my rebirth in the Renais- 
sance, the human level of living be- 
gan to rise. The shackles on slave 
labour began to rust and crack. 
Money became international. Men at 
my touch took on something of the 
aspect of a creative God. In my brain 
was born every creature comfort you 
enjoy. 

“I am FREE BUSINESS, big and 
little, on which civilization alone de- 
pends. I am the body of a great spir- 
itual entity—-LIBERTY.” -— South 
African Business Efficiency, Johan- 
nesburg. 


Fun from Australia 


Cobber (“grand fellow’) Frank 
Hansen, who manages Lovelocks, Ltd. 
in Sydney, Australia—and who prob- 
ably has more personal friends on 
the North American continent than 
any British Empah bigshot, including 
Anthony Eden, Winnie Churchill, the 
Queen and her delightful younger sis- 
ter—-printed the following letter in 
his “house organ.” They laughed at 

and with this yarn down there. And 
its slapstick humor should tickle the 
funnybones of readers everywhere. 


Quote: 
“Gentlemen: 
“The  soullessness of insurance 


companies is something to stun you. 
Let me review my case: 

“I carry a policy in your company 
guaranteeing me five pounds a week 
while incapacitated because of an acci- 
dent. Well, last Sunday morning I 
stopped at a new building I am erect- 
ing. Climbing the stairs, or rather 
the ladders where the stairs will be, 
I found on the top floor a pile of 
bricks which didn’t belong there. 

“I decided to remove these bricks. 
In the elevator shaft was a rope and 
pulley and on the end of the rope 
was a barrel. So I pulled the barrel 
up to the top, fastened the rope 
firmly at the bottom of the shaft, 
and then climbed up again and filled 


you, and untied the rope to let the 
barrel down. But the barrel—I had 
overlooked this—was heavier than I 
was and so, before I had time to 
study the situation, I was going up 
the shaft with my speed increasing 
every moment. 


“I thought of letting go but before 
I could decide, I was so high that it 
seemed more dangerous to let go 
than to hold on. So I held on. Half- 
way up the elevator shaft I met the 
barrel coming down, and I got the 
worse of it. I went on toward the 
roof but a lot of my skin returned 
to earth with the barrel. Then I 
struck the roof at the same time the 
barrel struck the cellar. The shock 
knocked the breath out of me. It 
also knocked the bottom out of the 
barrel. Then, because I was heavier 
than the empty barrel, I started 
down again while the barrel started 
up. We met once more in the middle 
and again the barrel, even though 
carrying no bricks, had the better 
of it. When we untangled, I plunged 
on downward, the barrel upward, and 
then at the bottom, I stopped so 
suddenly that I lost my presence of 
mind and let go the rope. This re- 
lieved the barrel at the top, and it 
fell five stories and landed squarely 
on me. 


“‘Now here is where the heartless- 
ness of your company comes in. In 
two minutes I sustained five acci- 
dents. Once on my way up, when I 
met the barrel full of bricks, the 
second when I struck the roof, the 
third when I descended and met the 
empty barrel, the fourth when I 
struck the bottom, and the fifth when 
the barrel struck me. But your agent 
here says it was only one accident, 
not five, and instead of receiving pay- 
ment at the rate of five times five 
pounds, I am entitled to only five 
pounds a week. I therefore enclose 
the policy and ask you to cancel 
same, as I certainly don’t intend to 
be skinned again. 


“Yours sincerely, 
Tom X.” 


Sign of the Times 


Stopping to watch the carousel at 
a carnival, a man’s attention was 
drawn to an unhappy-looking little 


a 


fellow clutching the mane of one of | 
the wooden horses as it went around 


and around. 

Oddest part of his behavior: when 
the machine slowed to a stop, the 
man made no attempt to get off. The 
watcher, fascinated, stood there for 
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Air Conditioning Combats Heat Generated 
By Beil’s New Toll Transmission Equipment 


VANCOUVER, B. C., Can.—-Use of 
air conditioning was one of the 
means mentioned here recently to 
combat the problem of heat gener- 
ated by communications equipment. 

This method was explained in a 
technical paper presented by J. A. 
Coy, Bell Telephone Laboratories, Inc. 
engineer, at the Pacific general meet- 
ing of the American Institute of 
Electrical Engineers at the Hotel 
Vancouver. 

Coy, in his paper, entitled ‘Heat 
Dissipation from Toll Transmission 
Equipment,” said that more tubes are 
being used in this equipment which 
is being made smaller, thus posing a 
new heat problem. 

Although the use of transistors 
tiny devices that replace vacuum 
tubes in some instances—-will reduce 
heat and space problems-—they must 
be kept relatively cool—-140° F.—-and 
increased demand for toll service and 
automatic switching tends to increase 
the total amount of heat that must 
be dissipated. 

Refrigerated air conditioning is one 
approach to the problem, he said. He 
recommended partitioning off or en- 
closing heat generating equipment in 
separate rooms. 

“Where general air conditioning is 
available this can be drawn off for 
part of the cooling required and sup- 
plemented as needed by packaged 
type unit air conditioners with the 
partitioned space,” he said. 

“Where general air conditioning is 
not available packaged type air con- 
ditioners can be used for the full duty 


TROUBLE 


in the room with the heat producing 
equipment. 

“Where the primary objective is 
the removal of heat generated by the 
equipment, the unit conditioners can 
be operated with only thermostatic 
control, since in this case humidity 
control is not necessary.” 

A “rather vivid illustration” of the 
amount of heat generated by some 
communications equipment is the 120 
N. Carrier Terminals, which can 
easily be contained in a room 20 by 
30 ft. These will release 42 kilowatts 
of energy, “equal to that obtained 
from the combustion of 720 gals. of 
fuel oil per month, enough to heat 
two ordinary houses in mid-winter,” 
he said. 

Several installations are now ap- 
proaching this size and space is being 
reserved for as many as 300 terminals 
in one room, Coy said. 


Perfection Announces Changes 


CLEVELAND Perfection Stove 
Co. has announced three changes in- 
volving personnel, aimed at stream- 
lining operations. 

Marc Resek, formerly vice presi- 
dent of engineering, has become vice 
president in charge of all research. 

W. H. Haag is now vice president 
of manufacturing, engineering, and 
purchasing. He had previously headed 
up the manufacturing and purchasing 
divisions. 

Chief Engineer W. M. Day has been 
placed in complete charge of the en- 
gineering department. 


$70,000 Air Conditioning 
Put In Houston Infirmary 


HOUSTON, Texas—-An air condi- 
tioning system particularly adapted 
for hospital conditions is under con- 
struction at St. Joseph’s Infirmary 
here. 

Airflow Engineering Co. is con- 
structing the system on the first two 
floors of a group of hospital build- 
ings, for the hospital's pediatrics di- 
vision. Cost is estimated at $70,000. 

Each room will be controlled indi- 
vidually to suit the situation and 
condition of each occupant, said 
Walter Chalsen, manager of Airflow. 

A central refrigeration plant in the 
basement chills the water circulated 
through the system. Outside air for 
ventilation is filtered and cooled by 
a separate refrigerating plant on the 
roof. Cooled ventilating air circulates 
through the building via duct sys- 
tems. 


Howard Haug Appointed 
Field ‘Rep’ by Williams 


BLOOMINGTON, .Ill. -—- Howard 
Haug has been appointed field rep- 
resentative for Williams Div. of 
Eureka Williams Corp., manufacturer 
of “Oil-O-Matic,” “Gas-O-Matic,” and 
“Air-O-Matic” heating and air con- 
ditioning equipment. 

His territory will include in part 
Maryland, Ohio, Pennsylvania, and 
West Virginia, with headquarters 
near Pittsburgh. 

Haug is a graduate of Illinois 
Wesleyan’ university, Bloomington, 
Ill, and did postgraduate work in 
business administration at Notre 
Dame and the University of Ilinois. 


BAKER and FULLER COMPRESSOR operated by 


ALLEN-BRADLEY 


MOTOR CONTROLS 


the barrel with bricks. Down I 20 minutes or so—and the sad one 
climbed again, for five stories, mind continued to ride. Finally, curiosity 
— got the better of him so he con- 


fronted him and said, “Excuse me, 


sir, but do you like to ride that 
id | thing?” 
ae | The little man shook his head. 


“Then why in the world do you 
stay on it?” 

“Because the fellow who owns the 
merry-go-round owes me five bucks 
and this is the only way I can col- 
lect it.” 

It was told as a joke and it is, we 
| suppose, rather amusing. But isn’t 
| it really just one of the pitiable— 


A yor 
TYPHOON 


FRANCHISE 
IS PROFIT INSURANCE 


| Air Conditioning 


Air Conditioning Units 


1'%-20 tons and frequently met-with—quirks of 

Multi-Packaged Systems many of us? We're so set on getting ———— 
oF er | our money’s worth, so determined not 

eas eo eth te _ to get gypped, that we'll suffer rather 


than relinquish what we consider to 


Segenrs Sonmeaeen be our just due.—Wall Street Journal. 


Packaged Water Chillers 


TYPHOON AIR CONDITIONING CO., INC. 
794 Union Street, Brooklyn 15, N. Y. 


Definition from Canada 


H. J. Charter, Ontario's chief 
_ —_..— economist, defines a statistician as 


— ;, we | “a person who passes as an expert 
FREE! WRITE NOW FOR on the basis of being able to turn 
OUR NEW BIG 


EQUIPMENT CATALOGUE!!! out with prolific fortitude, indefinite 


strings of incomprehensible mathe- 
“a matical figures, calculated with micro- 

HUNDREDS OF ITEMS... 

© BEER & SODA SYSTEMS © ‘STAINLESS STEEL 

: EQUIPMENT 


| matic precision from vague assump- 
tions, which are based on debatable 
figures taken from inconclusive data, 
carried out through forms of prob- 
lematical accuracy by persons of 
| doubtful reliability and questionable 
mentality, for the avowed purpose of 
| annoying and confounding a hope- 
lessly befuddled group of key person- 
nel who never read the damned sta- 
tistics anyway.” 


WANTED 


Boker and Fuller compressors controlled by Allen-Bradley at 
Continental Freezers of Illinois, Inc., Chicago. 


Why are Allen-Bradley starters so popular for refrigeration 
and air-conditioning service? . . . Because they do not require 
regular attention —they are trouble free. Only ONE moving part. 
No pivots, pins, or bearings to corrode or stick . . . no jumpers 
to break. You install them . . . and forget them! 

No contact maintenance . . . Allen-Bradley double break, 
cadmium silver alloy contacts never need cleaning, filing, or 
dressing. Allen-Bradley thermal relays are dependable and re- 
main accurate in their operation, even after long service. 

The Allen-Bradley trademark stands for millions of trouble 


GET THE HABIT, IT WILL PAY TO CALL... 


FRIGITEMP CORP. §& 


931 BERGEN ST BROOKLYN, N.Y MAin 2-9093 | 


D istrict R epi vIee tatives free operations. Install Allen-Bradley motor controls in your plten-trodioy 
| , equipment, today, for rugged, reliable performance. Bulletin 709 Solenoid 
Manufacturers’ Agents latin 709, Sole 


To develop territories for the Thesco line of refrigerated display Allen-Bradley Co., 1313 S. First St., Milwaukee 4, Wis. 


and storage equipment used by food stores, hotels, restaurants, 
institutions, bakeries, and florists. Prefer men with commercial 
refrigeration experience and a following among dealers. 


ALLEN-BRADLEY SOLENOID MOTOR CONTROLS 


QUALITY MOTOR CONTROLS FOR HEATING, VENTILATING, AIR CONDITIONING, & REFRIGERATION INDUSTRIES 


te H Resnet Soasoany 
1712 JOHN ST. CINCINNATI 14, OHIO 
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be Proprietor Has ‘Worm-a-Torium’ In His ‘Sports Port’ | 


FISH APPEAL of worms 
can be enhanced and 
perpetucted by sentenc- 
ing them to the “cooler” 
(in this case a remodeled 
domestic refrigerator) for 
the duration of their in- 
carceration between time 
of digging and selling. At 
least this is the conten- 
tion of Wm. Hill at the 
Sports Port in Hyannis, 
Mass. 


Cool Crawly Types of Fishing Bait Stay 
Crawly Longer If Kept About 38 Cool 


HYANNIS, Mass.--An unusual ap- 
plication of refrigeration which has 
eliminated many lost dollars in worms 
and other fish bait each season has 
been developed by William Hill, 
owner of The Sports Port located 
here. 

During the hot summer months, 
when the Cape Cod area centered by 
Hyannis is filled up with tourists and 
fishermen, Hill enjoys a profitable 
volume in night crawlers, earth 
worms, grubs, and similar insect bait. 
Keeping the worms alive, however, 
was a serious problem. Even when 
carefully packed in moist earth, and 


located in a cool spot within a 
wooden box, the worms would die 
rapidly. 


Testing several ideas, Hill experi- 
mented with refrigerating the worms 


A 100% SATISFIED USER* OF 


WANTS YOU 
TO KNOW- 


“Since installation of our 


Crystal Tips Ice Maker, we 
have enjoyed an abundance of 
clean, clear ice cubes at such low 
cost for electricity and water we can- 
not.ascertain any increase in either of the 


bills. 


“The automatic feature of this machine is 
really wonderful, keeping our chest filled 
with these rounded cubes which do not 


stick together. 


“We are using less than half of the ma- 
chine’s capacity, and we do like it better 
than any piece of equipment in our mod- 
ern layout of kitchen and dining room 


equipment. 


*You may list us as a 100% satisfied user, 
and we shall be glad to show our machine 
to anyone who may inquire about it.” 


to 38°, in an ordinary household re- 
frigerator, and was surprised to find 
that they immediately went into a 
comatose state, resembling ‘“sus- 
pended animation.” Worms refriger- 
ated over a long period of time came 
to life as soon as they were exposed 
to outside temperature, and there 
was absolutely no death and subse- 
quent spoilage to deal with, Hill 
points out. 

Since that time, a remodeled do- 
mestic refrigerator is heavily fea- 
tured at the rear of The Sports Port 
with a strip sign across the front 
labeled ‘“Worm-a-torium.” “We sell 
worms with fish-appeal,”’ Hill grinned, 
“and we never worry about disap- 
pointing a customer, since we applied 
electric refrigeration to their mainte- 
nance.” 


‘ 


. . . Simply Not True’ 


Safeway Stores Ad on Bulk Meat Buying 
Unfair Neri Contends In FTC Protest 


ELIZABETHTOWN, Pa.—-A protest 
against ‘‘misleading advertising’’ by 
Safeway Stores in Washington, D. C. 
in connection with the sale of whole- 
sale cuts of meat was filed with the 
Federal Trade Commission recently 
by the National Frozen Food Locker 
Institute here. 


Robert L. Madeira, executive sec- 
retary of the Institute, said he ob- 
jected to the implication in Safeway’s 
advertising that persons who buy 
halves and quarters of meat are also 
paying for fat, bone, and waste, while 
persons buying retail cuts of meat 
at Safeway do not pay for such waste. 


Madeira’s letter to Joseph W. 
Powers, chief of the division of in- 
vestigation, bureau of anti-deceptive 
practices, in the FTC, explained the 
situation. It read: 


“We would like to call your at- 


tention to an advertisement sponsored 
by Safeway Stores that appeared in 
“The Evening Star’ of Thursday, 
June, 11, 1953 in Washington, D. C. 
We would like you to consider this to 
be a formal protest against this ad- 
vertisement on the grounds that it is 
untrue and misleading. 


“The portion of the advertisement 
to which we object reads as follows: 


‘HOW TO SAVE ON MEAT-- Meat 
is estimated to take about thirty 
per cent of the average weekly food 
budget you can save money by 
buying meat when prices are low 
and storing it in a freezer. But— 


*R. A. Berryman, Prop. 
Parkview Hotel, 
Nashville, Tenn. 


BETTER ICE...BETTER DRINKS... 
BETTER BUSINESS! 


Join the rapidly growing list of ‘100°; satisfied 
users” of the Crystal Tips Ice Maker. Actually 


longer. 


save up to 85% on the cost of delivered ice 
by making your own Crystal 
Tips—the ice that chills drinks 
faster and keeps them fresh 


- AMERICAN AUTOMATIC ICE MACHINE CO. | 


1787 FOURTH STREET N. W., FARIBAULT, MINN. 


A whsidiory of McQuoy, Inc., Manufacturers of 
Heat Tronsfer Equipment Since 1923 


don't be fooled—remember these 

facts! 

‘BULK BUYING—Many so-called 

“food plans” offer you beef and 

other meats in bulk quantities— 

whole sale cuts such as a side or 

quarter. Actual tests prove that a 

side of beef weighing 260 Ibs. con- 

tains almost 52 Ibs. of fat, bone 
and waste! Don’t pay for meat you 
can't eat. At Safeway stock up on 

a cut of meat of your choice when 

prices are low. Buy as much for as 

little as you want—-see what you 
are getting before you pay for it. 

At Safeway you are not asked to 

buy a “packaged” food plan which 

may include items you don’t care 
for—-you may select whatever you 
wish in any quantity! 

‘PRICES AND TRIM—Don't be 

mislead on meat prices. Watch 

Safeway’s prices—-when a cut of 

meat is featured at a low price— 

stock up. Buy with confidence be- 
cause all Safeway meats. are 
trimmed free of excess fat, bone, 
and waste before weighing—you 
don’t pay for excess at Safeway!’ 

“The object behind these para- 
graphs is to create, in the mind of 
the reader, the idea that it is impos- 
sible for the consumer to save any 
money when purchasing meat in 
wholesale cuts such as a side or 
quarter because of the bone and fat 
trimmings; and that the purchase of 
trimmed meats in retail cuts at Safe- 
way Stores saves the consumer 
money simply because the cuts are 
trimmed. 

“The implication is, of course, that 
trimmings are included in the even- 
tual cost to the consumer of meat 
that is purchased in wholesale cuts 
(from sources other than Safeway 
Stores) but that trimmings are not 
included in the eventual cost to the 
consumer when trimmed retail cuts 
are purchased at Safeway Stores. 

“This is simply not true! Safeway 


| Stores must and do include the cost 


| 


of the fat, bone, and waste trimmings 
which occur during the fabrication of 
retail cuts in the final retail price per 
pound of each cut of meat. 

“Whether the consumer purchases 
meat in wholesale cuts or in individ- 
ual retail cuts, therefore, he is paying 
for the fat, bone, and waste trim- 
mings. 

“On the basis of the above presen- 
tation we contend that the advertise- 
ment in question is untrue and mis- 
leading and protest its use by the 
Safeway Stores, Inc. We look forward 
to hearing from you concerning this 


| matter.” 


| Koller To Manage New 


National Gypsum District 


BUFFALO-—National Gypsum Co. 
has announced the appointment of 
Linton J. Koller, formerly assistant 
district manager in New York, as 
district manager of the newly-formed 
Garwood sales district. 

The new district, which was pre- 
viously part of the New York sales 
district, includes the entire state of 
New Jersey and Dutchess, Orange, 
Rock, Sullivan, and Ulster counties 
in New York and Litchfield county 
in Connecticut. The office is located 
on North Ave. in Garwood, N. J. 
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Illustrates, Describes, Prices 
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Television, Radio, Heating, 


Electric Motor, Air Conditioning 
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Reorganized Frigidinner 
Plans National Retail 
Distribution of Meals 


PHILADELPHIA Reorganized 
and recapitalized at $3.5 million, 
Frigidinner, Inc. here has drawn up 
plans for national retail distribution 
of its frozen precooked dinners, ac- 
cording to Jack Fisher, president. 

Fisher said the company will open 
an advertising campaign in the 
Philadelphia area in September to 
aid chain store merchandising of the 


dinners. Later, the dinners will be 
introduced in New York, Chicago, 
Detroit, Boston, several southern 


cities, and then in the west. 

The dinners will be distributed to 
chain stores only through food brok- 
ers in each market, he stated. 

Fisher said Frigidinner decided to 
offer the meals in retail outlets after 
a nationwide survey showed “an 
overwhelming acceptance.” 

Five special platters, four casserole 
dishes, and three small “twosome” 
specialty packages have been de- 
signed for sale to consumers, and the 
company’s package has been rede- 
signed, using natural color photos. 
The platter dinners come in special 
aluminum plates which can be used 
both for heating and serving. 

Fisher also reported that’ the 
Frigidinner plant and offices here 
have been air conditioned and that 
additional equipment has been _ in- 
stalled. The latter will enable the 
company to turn out as many as 
40,000 complete frozen platters daily. 


Trant Distributing Corp. 
To Handle Admiral Line 


CHICAGO—R. F. Trant Distribut- 
ing Corp. has been appointed dis- 
tributor of Admiral products in the 
Norfolk-Richmond area effective Aug. 
15, according to W. C. Johnson, vice 
president-sales of Admiral Corp. 

R. F. Trant, Jr. is president of the 
firm, while H. W. Butt is vice presi- 
dent and general sales manager. 
Trant has been in the appliance 
wholesaling field in Norfolk since 
1946 and Butt since 1923. 

The company is located at 824 W. 
21st St., Norfolk and has been in the 
appliance distributing business in 
Norfolk for 38 years. 
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Utility’s Commercial Drive 


10-Week Campaign In Jackson, Miss. Results 
In Sale of 433 Hp. of Refrigeration 


JACKSON, Miss.—Commercial re- 
frigeration equipment aggregating 
more than 433 hp. was sold by Mis- 
sissippi dealers with the help of rep- 
resentatives from the Mississippi 
Power & Light Co. during a 10-week 
period this spring. 

These results were attained as the 
result of a coordinated drive by the 
utility to increase its commercial re- 
frigeration load. Primary aim of the 
drive, according to A. W. Hardin, as- 
sistant to the general sales manager 
of Mississippi P & L, was to build 
sales through cooperation with the 
dealers in its territory. 


DRIVE EXCLUDED 
AIR CONDITIONING 


The drive ran from April 8 through 
June 19. It was confined to commer- 
cial refrigeration only, excluding air 
conditioning. 

It was launched with a series of 
meetings for commercial refrigera- 
tion dealers in the utility’s territory 
and then a training meeting for the 
utility’s own commercial representa- 
tives. 

The campaign was made into a 
contest for the utility’s representa- 
tives. The man assisting in the sale 
of refrigeration equipment with the 
most horsepower was declared the 
winner. This turned out to be Joe 
Arnold of Greenville, who assisted in 
the sale in his territory of 95 hp. 

The utility’s representatives were 
told their objectives were: 

“1. Make personal calls on all 
food-handling customers and empha- 
size to them the advantages of 
modern commercial electric refrig- 
eration. 

“2. Discover and eliminate all 
cases of customer dissatisfaction with 
commercial’ electric refrigeration 
equipment or installations. 

“3. Provide, through these activi- 
ties, more efficient and _ profitable 
operations for our customers, more 
sales of modern equipment for our 
associated commercial refrigeration 
dealers, and increased revenue for our 
company.” 

To help them obtain these objec- 
tives, the company provided them 
with new catalogs and specification 
sheets for modern commercial elec- 
tric refrigeration equipment, and 
2,000 copies of “Opportunities for the 
Retail Food Merchant” for presenta- 
tion to customers and prospects dur- 
ing personal calls. 

In addition the utility backed them 
up with special ads and news releases 
in local newspapers, and in “The 
Restaurant Review,” direct mail ad- 


vertising including 1,500 copies of 
“Food Service News,” and classified 
mailing lists of selected customers 
which were available to dealers for 
their direct mail advertising. 

The utility also staged a_ sales 
training meeting and a two-day “Re- 
frigeration Review of 1953’ where 
modern equipment was displayed by 
dealers for food handling customers. 

The utility’s representatives were 
asked, in their calls on dealers, cus- 
tomers, and prospects, “to familiarize 
them with the services which are be- 
ing offered and the profits to be de- 
rived from well-designed and modern 
commercial electric refrigeration 
equipment.” 

They were given weekly reports to 
turn in, giving the number of calls 
made and the names and addresses of 
customers where equipment was sold. 
Along with the final weekly report, 
the representatives turned in a list 
of all prospects remaining unsold at 
the end of the contest. 


REPRESENTATIVES HAD HP. 
QUOTA TO FILL 


Each representative was given a | 


hp. quota. On his sales report was a 
thermometer. He started out with a 
temperature of 100 and could reduce 
the temperature by the percentage of 
quota that he had sold up to that 
time. The coldest salesman won. 

When the contest ended, however, 
the quotas were well shattered. The 
company quota had been set at 125 
hp. and 433 were sold. Arnold’s quota 
was 10 hp. and he sold 95. 

“When it is considered that some 
rather large and expensive refrigera- 
tion equipment is equipped with only 
fractional horsepower motors, the 
dollar value of equipment sales made 
during this 10-week program be- 
comes evident,” Hardin declared. 


Schwirtz Heads Trane’s 
Cleveland Sales Office 


LA CROSSE, Wis.—-Appointment 
of Ben A. Schwirtz as manager of 
the Cleveland sales office has been 
announced by Thomas Hancock, vice 
president in charge of sales for The 
Trane Co. here. 

Schwirtz had been associated with 
the Des Moines, Iowa sales office for 
seven years, prior to his promotion 
and transfer to Cleveland. He re- 
ceived his engineering education at 
the U. S. Naval Academy, and he is 
also a graduate of the Trane engi- 
neering class of 1946. 


Your Sales are the payoff 


BOTTLE COOLER 
DRAINBOARD 


LA CROSSE 


COOLER CO. 


2801 LOSEY BLVD., SO. 
LA CROSSE, WISCONSIN 


SELF CONTAINED DIRECT DRAW 


LA CROSSE 


THE LINE THAT’S 
PROFIT DESIGNED FOR YOU 


= ICE CUBE MAKER 
12 TRAY 


ie Sy me a a auromarie 


AND LA nal GIVES YOU MORE 
OF EVERYTHING YOUR CUSTOMERS 
WANT MOST IN COMMERCIAL 
REFRIGERATION EQUIPMENT 


\ 
SELF CONTAINED 
BLUEBIRD 


PRE-COOLER 


EXPORT OFFICE: 
80 BROAD ST. 
NEW YORK CITY 
CABLE: EXIMPORT 


Quick Freeze Unit Will 
Handle 35,000 Lbs. of 
Eggs Daily at -40° F. 


SEWARD, Neb.—-A quick freeze 
unit, capable of freezing 35,000 lbs. 
of eggs daily to a temperature of -40° 
F., is being installed in the former 
C. A. Swanson & Sons plant here, 
along with other refrigeration equip- 
ment. The new firm, the Seward Egg 
Co., plans to start egg breaking, 
separating, and freezing operations. 

The plant will employ 50 persons 
when it opens this summer, and ex- 
pand to 100 next spring, according 
to Milt Moskowitz, president of the 
company, who also owns a similar 
plant in David City, Neb. Howard 
Snyder will be in charge of plant op- 
erations. 

A 300,000-lb. storage freezer also 
has been built in the plant. It will 
eventually break, separate, freeze, 
and ship about 2,000 cases of 30 doz. 
eggs each per day. Frozen eggs will 
be shipped all over the country. 


Roden, La Crosse Cooler 
Representative, Is Dead 


LA CROSSE, Wis.—R. H. Roden, 
associated with La Crosse Cooler Co. 
since the middle of 1948, passed 
away suddenly on Aug. 5 at Little 
Rock, Ark. as a result of a heart 
attack, it was reported here. 

Roden was affiliated with La 
Crosse as a manufacturer’s represen- 
tative in the southwestern states, in- 
cluding Texas, Arkansas, Oklahoma, 
Louisiana, and Mississippi. He main- 
tained office facilities in Wort Worth. 


Supermarket Ad Features 
38 Frozen Food Delivery 
Trucks, Quality Story 


PITTSBURGH—Home freezer own- 
ers couldn't miss pictures of 38 re- 
frigerated trucks of Pictsweet, Birds- 
eye, and Snow Crop frozen foods pro- 
minently placed in a newspaper ad- 
vertisement of Thorofare Markets. 

Heralding this as the “Cash and 
Carry Age” the 3-face spread fea- 
tured speedy refrigerated delivery 
trucks which insure fresh merchandise. 

Below each photo picturing a driver 
delivering his particular mechandise 
was a brief and sometimes humorous 
bit of copy praising the manufac- 
turer and listing that company’s spe- 
cial offer for the day. 

The ad not only gave home freezer 
owners stock-up prices on_ special 
products, but tended to impress home 
freezer owners with the care com- 
panies take in transporting foods. 


Richmond Firm Appointed 
Distributor for Fischman 


PHILADELPHIA — Joe Hodnett 
Enterprises, Inc., Richmond, Va., has 
been appointed exclusive franchise 
distributor for Fischman ‘“Style- 
Master” and “Challenger” soda foun- 
tains and luncheonette equipment, 
according to The Fischman Co. here. 

The firm is headed by J. W. Hod- 
nett, Jr., for the past three years as- 
sociated as a sales engineer with 
Owens & Milner Co., Richmond, for- 
merly distributor for the Liquid- 
Carbonic fountain line. 


Bianco Mfg. Opens New 
Plant In Baltimore, Md. 


ST. LOUIS—Expanding sales have 
necessitated the opening of a third 
factory for the production of seating 
equipment by Bianco Mfg. Co. here, 
according to the firm's president, 
Charles A. Bianco. 

The new Bianco plant is located 
at 2804 Clare St., Baltimore, Md. 

“Last year we opened a plant in 
Fort Worth to serve our west and 
southwest trade,” Bianco said. “The 
operation was so successful, we have 
now opened a Baltimore factory to 
serve the eastern seaboard and south. 
We have also increased production 
facilities 55% in our St. Louis plant.” 

The Bianco firm also announces 
that it now is using spun glass ex- 
clusively in its seating equipment. 
Advantages claimed for the inorganic 
material are that it is fireproof, 
sanitary, and damp, mildew, fungus, 
and bacteria proof, and offers greater 
resiliency for greater comfort. 


Tenney Offers New 
Ice Maker Bulletin 


NEWARK, N. J.—-Tenney Engi- 
neering, Inc, offers a new bulletin on 
its all-aluminum “Kwik-Freeze” ice 
makers. These units are used in 
under-counter refrigerators, backbars, 
and reach-in boxes in hotels, restau- 
rants, bars, and taverns. 

The bulletin includes Kwik-Freeze 
photographs and drawings of typical 
installations. It also covers seven of 
the major features of these units. 
Four specification tables give detailed 
information < on 48 models. 


IF YOU WERE Your Prospect 


which would sell YOU ? 


Feature Time Payments to close more sales 
with the COMMERCIAL CREDIT PLAN 


Mc AND MORE prospects for commercial 
refrigerating and air conditioning equipment are 
becoming, of necessity, TIME BUYERS. Because of their 
cash position it’s the only way many can buy your equip- 
ment. The COMMERCIAL CREDIT PLAN helps close sales 
. . . improves your cash position by avoiding accounts 
receivable. And you turn your credit and collection worries 
over to COMMERCIAL CREDIT. For complete details, 
facts and figures, write COMMERCIAL CREDIT CORP., 
14 Light Street, Baltimore 2, Md. or our nearest office. 


COMMERCIAL CREDIT 


CORPORATION 


A service offered through subsidiories of Commercial! Credit 
Capital and Surplus over $1 25,000,000 
.. . offices in principal cities of the United States and Conada. \ i 


Compony, Baltimore... 
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Have You READ ‘Peace and Progress’ Yet? 


HALSTEAD & MITCHELL COOLING TOWERS 


Here’s che industry's greatest cooling tower value . . . 
“built like a battleship” for 20 years of foolproof 
performance. Halstead & Mitchell’s pioneering in 
exclusive use of Koppers pressure-treated wood 

in the wetted deck surface makes possible the 
unprecedented 20-year guarantee against rotting, 

and provides the industry’s most effective deterrent 
against fungi growth. Economical, lastworthy . . . 

the special H & M design for water distribution 
eliminates, thru the use of an efficient gravity-type 
distributing pan, extra pumping head required on spray 
type towers, also cuts down windage losses due to 
atomizing of water. The complete assembly is with 
Everdur bolts . . . disassembly is easy even after years 
of service. Easily accessible for cleaning through inlet 
on back of towers in all sizes. 


. 
“ 


Bitumastic lining. Electrically welded cabinet. All bolts used 
are Everdur for ease of disassembly after years of service. 


WATER DISTRIBUTION —Gravity type distributing pan 
eliminates extra pumping head, cuts down windage losses, 
due to atomizing water. 


sf FAN AND DRIVE —Quict-operating stainless steel 8-bladed 
MORE EFFICIENT IN ANY INSTALLATION fan, stainless steel shaft, chrome-dipped rust-proofed pulleys. 

H&M # CT-4000 Induced-Draft Cooling Tower supplying Cast iron bearing supports. Adjustable belt tension. 

the condensing water for 20 HP and 10 HP water-cooled 

condensing units in 3-story pate storeroom air conditioning. ttt 

Note open-type distributing pan. This installation also has I"! Il 

remote water basin in basement for year-round operation. LM 


2 TONS to 100 TONS nt r, il f // 
‘malls by Holsond % Mischel one ofthe wort ler L P [ 4 ile Mite 4 


est manufacturers of water-cooled Cleanable Condensers. 4 1/4 | 


Mu 
AT LEADING WHOLESALERS EVERYWHERE | 
Write for descriptive bulletin and information on engineering heips. OFFICES: BESSEMER BUILDING ¢ PITTSBURGH 22, PA. 


HOUSING—10 gage (14%"+) sheet-steel case with 3 coats 
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“| have always felt that whatever the Divine Providence permitted 
to occur | was not too proud to report. The people are not served 
by pussyfooting, or by that sort of journalism in which nobody will 
ask who is the editor of a paper or the writer of an article, and 
nobody will care.""—Charles A. Dana. 


The Case For Eisenhower's 
Premise and Program 


THOUGHTFUL CITIZENS agree that our FREE ENTER- 
PRISE program has ushered the United States into a position of 
pre-eminence. In the comparatively short period of 175 years our 
nation has become leader, prodder, lender, and sustainer of the 
civilized world. 

Unarguably, our freedom methods comprise the secret of our 
unparalleled success. No communist, fascist, or royalist despotism 
ever has done so much for its so-called “common” people. Upon 
this premise President Eisenhower bases all his moves. 

Few Americans can explain what the Free Enterprise system 
actually is, or define it clearly, however. Although we are the 
world’s best salesmen, we rarely try to SELL our great national 
_ philosophy! 

How can we meet the challenge of socialists in our schools 
_and businesses and neighborhoods if we don’t try to promote 
_ what we are trying to preserve? 

Obviously, all of us should be able to explain the meaning of 
American Freedom in simple, interesting, and _ enthralling 
language. (Our baok, “Peace and Progress” is designed to help 

| do this job. Have you read it? And have you given extra copies 

| to people who should read it?) 

| The American Way, among other exciting things, means free- 

| dom of the individual to do what he wants to do, in his own way, 
without government interference—so long as he is respectful of 

_ the welfare of everybody. 

| In short, any and every citizen should be free to do his job 
and be let alone to shape his destiny. IF his imagination can be 
practicalized, IF his energy, courage, and wisdom add up to profit- 
able enterprise, he’ll help our nation. 

Some folk put too much emphasis on “free” and too little 
emphasis on “enterprise.’”” Americanism is the antithesis of the 
“something for nothing,” or “government’ll-take-care-of-you” 
juvenile attitude. At the same time true Americanism doesn’t 
condone sweatshops, the milking of small businesses, or the preva- 
lent retail practice of insulting customers. 

According to the American Creed every man is responsible 
for his own future. His government guarantees him opportunity 
—and nothing more. He himself must make his own way, but help 
others at the same time. There you have Free Enterprise in a 
capsule. 

A true American Citizen works, saves, invests, and profits 
thereby—so long as he harms no one else in the process. His 
future depends upon his own willingness to work overtime AND 


_ THINK while eschewing idleness. He makes his own security by 


taking responsibility. 
The concept of liberty, under our Constitution, is simple. In 


a free nation people accept responsibility for their own welfare. 


In a slave nation personal responsibility lazily or fearfully is 
turned over to greedily avid governors. Accept responsibility for 
their own actions? Huh-uh. They want an amorphous, an im- 
possible “security”—guaranteed wages, protected prices, and sub- 
sidized housing. Bail them out of foolishly borrowed loans, too. 
Pay for their medicine, amortize accidents, and protect them 
from hard work. 

Theirs is the “security” of the penitentiary. 

Let’s be adult rather than adulterated. 
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7%2-Ton Self-Contained Year-Round Unit 
Air Conditions 12-Room New Orleans Home 


4 


has a powder room and four bath- 
rooms. 

The air conditioner is installed in 
conjunction with a hot water boiler 
and a two-row heat coil for heating 
purposes during the cooler season. 
When cooling is desired the boiler is 
cut off and cooling cut in. This makes 
possible the use of the same duct- 
work throughout the house for cool- 
ing or heating. The blower fans in the 
Frigidaire unit provide air distribu- 
tion to all parts of the house for both 
cooling and heating operations. 


ferentials were smaller with the loop 
system than with the radial system. 

2. The use of deflecting registers 
caused smaller differentials than did 
the straight-vaned type. 

3. The floor-surface temperatures 
were higher and more uniform in 
pattern, and the heat emission from 
the warmed floor was greater with 
the loop system than with the radial 
system. 

4. The fuel consumption was less 
with the radial system. 


Maas Bros. Wins NEMA'’s 
Early Season Fan Contest 


NEW YORK CITY — Winners of 
the $2,500 Electric Fan Early Season 
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Motors Conference Set 
For Ft. Wayne Oct 6-7 


FORT WAYNE, Ind. — Conference 
on application of electric motors to 
air moving equipment, including air 


R. W. Morgan, chief 
Fedders-Quigan Corp. 

“Desert Coolers and The Motors 
Used Thereon,” R. J. Petersen, chief 
engineer, Utility Appliance. 

“Ventilation for Farm Buildings,” 
A. E. Waterman, vice president, en- 
gineering, James Mfg. Co. 


engineer, 


piles tae ie ae Banged ee display contest were announced re- conditioners, will be held at the Van “Armed Services Fan Applica- 

; : P cently by the electric fan section of Orman hotel here Oct. 6 and 7 under’ tions,"’ C. W. McDowell, manager, 
— = water usage during the the National Electrical Manufacturers the sponsorship of the Fort Wayne Special Products, American Blower 
Coming operation. Association, sponsors of the contest. section of the American Institute of | Corp. 


There is a thermostat in both up- 
stairs and downstairs halls which 
controls either the air conditioner or 
the hot water heating system, depend- 
ing on the one desired. A wall switch 


Entries were received from 22 
states and the District of Columbia. 
The contest began May 1 and ended 
June 1. 


Electrical Engineers. 

A tentative list of 14 papers to be 
presented by members of the air mov- 
ing industry has been drawn up. 


“Requirements of Air Conditioning 
Fan Motors,” M. D. Irwin, product 
engineer, Carrier Corp. 

“Underwriter’s Requirements For 


Z = 7 sal is located next to the downstairs First prize--a $1,000 Defense Bond Present tentative plans call for the Fans," W. H. Farrell, engineer, 
) P ‘anere thermostat that governs which of the ‘was won by Maas Brothers, St. conference to start the afternoon of Underwriters Laboratories. 
Petersburg, Fla, Second price—a $500 Qet. 6 and wind up Oct. 7. It will be “Room Air Conditioners,” W. P. 


YEAR-ROUND air conditioning installation in 
utility room. 


NEW ORLEANS — Among. the 
many southern families now enjoy- 
ing year-round air conditioned com- 
fort is that of V. J. Kurzweg, Jr. 

All space in the new two-story 
brick Kurzweg home in _ suburban 
Metairie is air conditioned by a 7%- 
ton self-contained unit located in the 
utility room on the first floor. The 
home is a 12-room structure, and also 


LARKIN 


_means low prices! | 


LARKIN CEILING HUMI -TEMP 


Price is only one factor in the selec- 
tion of any »roduct—especially one 
that has so important a task as pro- 
tecting valuable perishables. Per- 
formance must come first. Quality 
cannot be overlooked. Durability is 
highly important. Larkin has all of 
these. And Larkin has low prices, 
too. Compare them and see for 
yourself how low they are. 

For the latest Larkin price list, 
see your wholesaler. If you wish, 
write direct to us. We shall be glad 
to send you one. 

- 


Manufacturers of the original Cross-Fin Coil 
¢ Humi-Temp Units ¢ Frost-O-Trol Hot Gas 
Defroster ¢ Evaporative Condensers ¢ Cooling 
Towers « Air Conditioning Units and Coils 


thermostats is to do the controlling. 

Manually-operated dampers are in- 
stalled in the main branch duct to 
each floor so that the proper air 
volume is delivered. Fresh air is 
brought in at all times. 


Study Finds Basementless 
Homes Using Warm Air 
Perimeter Heating System 


DENVER—tThe use of the warm- 
air perimeter type of heating sys- 
tem in basementless houses, especi- 
ally those with a concrete slab floor, 
has been accepted in many areas as 


| being one practical answer toward 


heating these homes satisfactorily. 
This is one of the findings of a 
research project discussed at the 
semiannual meeting of the American 
Society of Heating & Ventilating En- 


| gineers here. 


This investigation, a part of the 


| cooperative project jointly sponsored 


by the Engineering Experiment Sta- 
tion of the University of Illinois and 
the National Warm Air Heating and 
Air Conditioning Association was re- 
ported in a paper on “Performance 
of Warm-Air Perimeter-Loop and 
Perimeter-Radial Systems in a Resi- 
dence.” 

The authors, all of the University 
of Illinois, are H. H. Gilkey, research 
associate in mechanical engineering, 
R. W. Roose, research assistant pro- 
fessor in mechanical engineering, and 


M. E. Childs, research associate in | 


mechanical engineering. 


The over-all performances of two 


types of perimeter-loop systems were 


| studied previously in a project en- 


Defense Bond—-was won by the Phil- 
adelphia Electric Co. 

The 10 honorable mention prizes 
(each a $100 Defense Bond) were 
won by the following fan dealers: 

Goldenberg’s, Washington, D. C.; 
Georgia Power Co., Atlanta; Public 
Service Electric and Gas Co., New 
Brunswick, N. J.; A Victor & Co., 
Buffalo; Ohio Edison Co., Akron. 

Wiley Rexall Drugs, Miami, Okla.; 
Halliburton’s, Oklahoma City; Wolf 
Electric Co., Beaver Falls, Pa.; 
Steely’s Appliances, Laureldale, Pa.; 
and Electric Power Board of Chatta- 
nooga. 


FOR THE FIRST TIME... 
2 AND 3-TON 
EXPANSION VALVES WITH 
EXTERNAL EQUALIZERS 


followed the next day by a sym- 
posium on induction motors. 


Subjects and speakers for the con- 
ference are as follows: 

“Fan Motor Characteristics and 
Standards,” T. E. M. Carville, man- 
ager, Industrial Eng. Dept., West- 
inghouse Electric Corp. 

“Automatic Temperature Control 
of Heating, Ventilating, and Air Con- 
ditioning Air Handling Systems,” G. 
V. Steffens, district manager, Minne- 
apolis-Honeywell Regulator Co. 


“The Application of Shaded Pole 
Motors To Room Air Conditioners,” 


King, engineer, Servel, Inc. 
“Selection and Application of In- 
dustrial Fans,” H. D. Diffenbaugh, 
engineer, American Blower Corp. 
“Attic Fans and Window Ventila- 
tors," W. H. Wentling, assistant chief 
engineer, the Lau Blower Corp. 
“Furnace Fans,’ W. A. Rockafield, 
engineer, the Brundage Co. 
“Automatic Protection of Motors in 
Air-Moving Equipment,” W. L, Hirsh- 
berg, engineer, Spencer Thermostat 
Div., Metals and Controls Corp. 
“Unit Heater Fans,” <A. Currie, 


chief research engineer, L. J. Wing 
Mfg. Co. 


titled “Warm-Air Heating Research | 
| Residence Number Three.” The paper | 
| presented here dealt with one phase 
of this research which was conducted 
| in a low-cost basementless house 
| se demncatdis dab. « Srtanehod. | with a concrete slab floor. 

SS Sines Tonge | The perimeter-loop systems used | 
| consisted of a 6-in. diameter warm- | 


air duct embedded in the concrete 


slab in the form of a single loop 
MicroMorors 


¢ Direct Expansion Water Coolers « Heat 


Exchangers ¢ Disseminator Pans. Down through the years, the refrigera- 


tion industry has come to look to A-P 
for many important “firsts.” Now, far- 
sighted A-P engineers have produced 
another “winner!” It’s the new Model 
205-CE thermostatic expansion valve 
... available for the first time with ex- 
ternal equalizers — in 2 and 3-ton sizes, 
for Freon 12 or Freon 22. 


WATCHDOG OF THE NATION'S FOOD SuPPLY 


This new valve, an adaptation of the 
job-proved 205-C, is ideal for furnace 
air-conditioning units . . . new or re- 
placement. Both 2 and 3-ton sizes em- 
ploy the field-tested, leak-free A-P meth- 
ad of sealing the pins, to give a packed- 


around the periphery of the floor, 
and of five 6-in. diameter feeder ducts 
One of largest stocks ee cooling Sn pint, aes De 
f / | Gefiecting and ctraight-vaned veg pin a cag gt Ww nd wil withstan 
i emect: a 2 many years of rugged service. 
outside actory! isters were used with each duct ar- y y BE 


connecting the perimeter loop with 
a sub-floor plenum below the furnace. 
FACTORY DISTRIBUTORS | ramemnent ; a 
ONE TRE rseceeras * N And here’s why the Model 207-C is still an 
y ALL-INDUSTRY “FIRST” 


The perimeter-radial systems used 
_ consisted of six 6-in. diameter ducts 
MARVIN L. “FERGIE” FERGESTAD The following observations were 
2120 S. Lyndale, Dept. A, Mpls. 5, Minn. | '™24° by the authors: 
y New smaller size plus ease of 
installation make it a real boon 


_which connected the registers di- 
rectly to the subfloor plenum. Both 
1. The room-air temperature dif- 

to servicemen. Fits handily in those 

hard-to-get-at corners. 


A 

1 It's now made with or without 4 
external equalizer .. . for Freon 

12, Freon 22 or Methyl! Chloride... 

in ¥4-ton and 1|-ton sizes. 


Versatile A-P liquid charge 5 Jobbers need stock only one 

makes valve ideal for all appli- valve type to meet an exception- 
cations . . . low temperature, com- ally wide variety of demands. 
mercial or air-conditioning. 


Service organizations need buy 

fewer valves to have units avail- 
able for all emergency repairs. Shop 
and truck service stocks can be kept 
to a minimum. 


It maintains “straight-line” su- 

perheat. Less than 4 variation 
from —20° to +40° suction tem- 
perature, 


207-C€ 

Thermostatic 
Exponsion 

valve 
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What's New 


When requesting further information on new 
products, please use “Information Center” form. 


Diffuser Has Remotely Controlled Pneumatic Motor 


KEY NO. C-840———— 


DANBURY, Conn. — A pneumatic 
motor, remotely controlled by a ther- 
mostat, regulates the movement of 
the damper and hence air volume in 
the modification of a Connor Engi- 
neering “Kno-Draft” ceiling diffuser 


for air conditioning systems serving 
zones having variable heat loads, 
such as areas subject to changing 
sun effect, fluctuating occupancy, 
office layout revision, etc. 

The Kno-Draft diffuser is peculiarly 
adapted to this type of automatic 
control of volume at the point of dis- 
charge because the sleeve damper 
moves up and down without enlarg- 
ing or constricting the neck area. 

“This means that regardless of the 
damper position, performance of the 
diffuser is unaffected,” it was stated. 
“Air quantity alone is changed, not 
air pattern or effective area of 
diffusion.” 


General Mills Adds New Fryer-Cooker to Line 


KEY NO. C-841 


MINNEAPOLIS-—-In a move to in- 
crease the products in its line of 
traffic appliances, General Mills, Inc. 
has introduced a new automatic deep 
fryer-cooker. 


The fryer is designed to cook or 
fry a variety of vegetables, meats, 
seafoods, and pastries. A ‘Tru-Heat” 
control makes the unit completely 
automatic and temperatures can be 
selected from an easy-to-read selector 
dial located on one c:.d, 

Unit has two plastic handles so 
that it is easy to move. It is mounted 


tea: ri Ae eee 
Ped % Ph, 


on four plastic feet, and has a sepa- 
rate, snug-fitting top. 
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Radex Bows Electrostatic 


Room Air Cleaner 


KEY NO. C-842 


CHICAGO—-After 11 years of re- 
search and experimentation, an elec- 
trostatic room air cleaner, the 
Dustronic, has been placed on the 
market by the Radex Corp. here. 

The unit consists of a metal cabi- 
net which houses a treated mechani- 
cal filter, a power pack, multiple elec- 
trostatic filter plates, and a fan. 

In addition to offering aid to vic- 
tims of hay fever, asthma, and other 
dust-borne allergens, this air cleaner 
is a room purifier and is said to re- 
duce dusting to a bare minimum. 

The unit weighs 30 lbs. and can 
be used in the office or home. 
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KEY NO. C-843———— 


NEWARK, N. J.— Tenney Engi- 
neering, Inc. here announces the ad- 
dition of junior size refrigeration coils 
and drip pans to its line of “low 
side” refrigeration equipment. 

Called ‘“‘Tenneyaire Jr.,” this equip- 
ment is designed for use in dairy 
boxes, butcher cases, top display, deli- 
catessen cases, and single and double- 
duty show cases. Pans may be pur- 
chased separately or in combination 
with coils. 

All units are made of aluminum 
alloy and are equipped with adjust- 
able spring hangers that permit quick 
and easy installation and cleaning, 
the company said. Tenney promises 
one week delivery. 

Standard coil-and-pan combinations 
are made up for 4, 5, 6, 8, 10, and 
12-ft.-long display cases. For each 
case, coils having 6, 8, or 10 tubes 
are said to be available with combina- 
tion pans. 

For dairy wall-cases, 10-tube coils 
with combination pans are available 
for 6, 8, 10, and 12ft. long cases, ac- 
cording to the company. 

Pans alone can be purchased in any 
length and come 2, 3, 4, 5, 6, 7, 8, 


"77 Tenney Adds Junior Size Refrigerator Coils, Pans 


9, or 10 louvers wide, it is explained. 

List prices of coil-and-pan combina- 
tions for display cases range from 
$43.79 for the 6-tube coil for the 4- 
ft.-long case, to $174.53 for the 10- 
tube coil for the 12-ft.-long display 
case. 

Prices for the dairy wall-case combi- 
nations range from $100.62 for the 
6-ft. model to $211.32 for the 12-ft. 
model. 

Prices of pans alone range from 
$1693 for two-louver pans up to 24 
in. long, to $69.71 for 10-louver pans 
115 to 120 in. long. Longer pans are 
figured by totaling costs of sections 
making up the over-all length, it was 
pointed out. 

The Tenney warranty applies to 
all pans and coil-and-pan combina- 
tions. 


KEY NO. C-844——— 


LOS ANGELES—Weber Showcase 
& Fixture Co., Inc. has announced a 
new Serv-Master line of self-service 
meat cases featuring an extra-wide 
display area with racks adjustable to 
three positions and an exceptionally 
deep display deck for the bulk dis- 
play of specials. 

These cases provide exceptional 
uniformity of temperature through- 


explained further in its announcement. 

This line is available in 6 ft. and 
10 ft. lengths in the single duty 
models with deep display and in 10 
ft. lengths with top display. There is 
also a 10 ft. double duty model with 
the rear storage area raised well off 
the floor for easy access. 

All models are available without 
superstructure or with any one of 
five types of superstructure featur- 
ing either slanting mirrors or mer- 


MEANS PROFITS FOR You iat 


Victor is telling America about the 
complete line, the dependable line of 
VICTOR products in the greatest 
national advertising campaign 
in its history. 


Victor is keeping that leadership 
by looking ahead . . . in bringing 
out new models, new developments 
... improved products ... the 
EXCLUSIVES that have made and 
will retain VICTOR unchallenged 


Wedapaee 


(Above) New 19 cu ft. Victor 
Upright holds 650 Ibs. of 
Food! (Available with Inner 
Shelf Doors of slight addi- 
tional cost) 


Victor chest 

Quickfreezer nee 
8, 10, 14, 19, 21.5 
& 25 cu. ft. sizes! 


leadership. 
Victor Room Air Condition- 
er... exclusive three di- 
mensional cooling with 
“push button” control. 


Victor Dehumidifier . . . 
removes excessive mois. 
ture (dampness) and pre- 
vents rust, mildew, and 
corrosion. 


Toward new horizons, 
ever expanding production 
facilities to meet the 
pressing demand of 
increased orders from 
both old and new 
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VICTOR PRODUCTS CORPORATION 1 
| HAGERSTOWN, MARYLAND 


customers. | Gentlemen: Please send I 
complete details on the Victor | 
products checked below. 
More Sales... | | 
More Profitable Sales | 0 Che tpe Ouctocren 1 
in - eee | CE Dehumidifiers | 
America’s fastest growing tomo. | 
industry. Victor is helping you to ; pagh yan Frozen | 
build a strong business for the years ahead. Send now ; C ke Makers ; 
for details on the complete VICTOR LINE. DW high Tomperonee, ‘ 
FIRST NAME UNSURPASSED QUALITY O) Self-Service Coves ; 
eitiie sel ond Volue in FREEZERS cairns ‘ 
DEHUMIDIFIERS - AIR CONDITIONERS N 

‘ ‘ 
Tad | Address 

| 

Ci 
VICTOR PRODUCTS CORPORATION + HAGERSTOWN, MARYLAND | ee | 
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For Recognized Quality - Extra 
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Promote your own condensing unit sales with 
Filtrine’s 20-year-life construction . . high 
capacity ... Super Storage . .. more than 
40 years’ dependability. 


COOLERS FOR MESS HALLS — CAFETERIAS 


Conform with Fed. Spec. 00-C-566b 


COOLERS FOR X-RAY & PHOTOGRAPHY 


PACKAGED CIRCULATING CHILLED WATER SYSTEMS 


REMOTE COOLERS FOR ALL USES 


Sell your condensing unit with Filtrine “ 
Stainless Steel or Duco finished cabinets, 

equipped to suit with top/side shelves, 

bubblers, glass-fillers. Can he Taste- 

Master equipped to remove chlorine, 

rust, sediment from water. Taste-Maste: 


Sell your condensing unit with Filtrine models re- 

atedly named by V.A., Signal Corps. Air Force, ete. 
or X-ray and photo-labs. Under counter design and 
floor-mounted models with stainless steel work-table 
top. Filters (extra) to prevent seratched and pin-holed 
negatives. 


Sell your condensing unit! Systems for drinking or 
processing water—completely packaged with pump, 
controls, your condensing unit factory installed. 
Capacities 5-400 g.p.h.; storage 5-150 gals. Filters 
and Rectifier-Dechlorinators (extra) to insure taste- 
sparkling water 


Typical “Packaged” 
Cireulating Chilled Water System 


free. 


Sell your condensing unit with 
remote models for new and 
replacement jobs—all applica- 
tions. Capacities 10-1000 g.p.h.; 
storage 7-300 gals. Filters, 


Rectifier-Dechlorinators _avail- 
able for all sizes. 


Remote Mode Leora: 


Write for catalog and Specification Guide 


“Water Coolers and Filters for 40 Years” 
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What's New (Cont.) 


Rack for Compressors 
Shipped Knocked Down 


KEY NO. C-845———— 


DAYTON—A compact all-steel rack 
for mounting of remote compressors 
has been introduced by Frigidaire 
Div., General Motors Corp. 

The rack is available in two double- 
deck sizes, 40 in. and 80 in. The 
larger rack will hold as many as six 
5-hp. compressors (less evaporators). 

Design of the rack, however, per- 
mits two or more racks of either 
length to be combined for larger in- 
stallations. 

The rack is sturdily constructed of 
angle-iron parts, with the compres- 
sor supports being slotted. The rack 
is shipped knocked down. 


Test Unit’s Temperature 
Range Is 250° to -130° 


KEY NO. C-846——— 


CINCINNATI—- A new “hot-cold’’ 
unit designed for high and low tem- 
perature testing has been announced 
by Sub-Zero Products Co. here. 

Available in capacities from 1 to 
4 cu. ft., the new unit will operate 
at temperatures from 250° to -130° 
F., according to the company. 

Manual or automatic control of 
temperature can be provided. For 
automatic operation, either a motor 
driven timing relay or an integral 
cam controller is available. 

To reach the low temperature, the 
standard Sub-Zero “Heat Sponge” 


design is used. This assures speedy 
temperature pull-down where re- 
quired, it was pointed out by the 
manufacturer. Actual pull-down time 
can vary to fit the requirements. 

For the high temperature cycle, 
an automatically controlled, water- 
proof, explosion-proof heater is used. 

“Primarily the high-low tempera- 
ture test cabinet circuits are being 
built into the Sub-Zero Series V-120 
units,” the company said. ‘“‘The over- 
all compactness of these vertical 
models and the minimum floor space 
they occupy——just 7.5 sq. ft.-in re- 
lation to chilling chamber size, make 
them particularly well suited to lab- 
oratory and testing needs. However, 
the same basic temperature circuits 
can be adapted to Sub-Zero units 
with chilling chambers of any size, 
and in any temperature range.” 


Whirlpool Automatic Is 
Narrower, Lower Priced 


KEY NO. C-847 


ST. JOSEPH, Mich.--A completely 
automatic washing machine with 8- 
Ib. capacity to retail at $259.95 was 
announced by Whirlpool Corp. 

Incorporating all of the functional 
advantages and most of the features 
of the larger Whirlpool supreme 
model retailing for $40 more, the new 
deluxe washer is only 244 in. wide, 
24%, in. deep, and 36 in. high. Five 
inches narrower than the supreme 


model, the new deluxe automatic is 
designed for use where space is 


limited. 


= Information 


For more 


information on What's 
current literature and catalogs available, equipment 
advertised in Air ConpitioniNG & REFRIGERATION NEws 
use Key Numbers where designated or specify products 


New products, 


To obtain further information on the literature listed below, 
please refer to key number preceding listing. Please use the 
“Information Center” form on “What’s New” page. 


Westinghouse Bulletin 
Covers Air Handling Units 
KEY NO. 0-840——— 


BOSTON —-A six-page bulletin (No. 
1600) describing the features of a 
complete line of air handling units 
for industrial and commercial heat- 
ing, ventilating, and air conditioning 
applications is available from the 
Westinghouse Electric Corp. 

The bulletin points out the three 
outstanding characteristics of the 
units—heavy welded construction, 
quiet operation, and efficient, stable 
performance. 

Detailed installation possibilities 
are also given for central plant air 
conditioning, exhausting heat fumes 
or vapors, and heating and ventilat- 
ing requirements where cooling is not 
needed. 

Such items as sectional construc- 
tion, all-aluminum wheels, thermal 
and acoustical insulation, adjustable 
motor mounting, and maintenance ac- 
cessibility are also covered. 

To complete the booklet a full line 
of accessories are described includ- 
ing humidifiers, mixing boxes, and 
filter sections. 


Bulletin Describes English 
Ice Cream Speed Freezer 
KEY NO. 0-841 


BLACKPOOL, England. — A de- 
scriptive bulletin on its new model 7 
ice cream speed freezer which 
produces up to 400 servings of soft 
ice cream per hour has been issued 
by Igloo, Ltd. here. The four-page 
bulletin give a complete description 
and specifications of the unit. Illustra- 
tions are also included. 


Anemostat Units for High 
Velocity A. C. Deseribed 
KEY NO. 0-842 
NEW YORK CITY—A new bul- 


| letin (HV Manual 48) with engineer- 


ing data on the selection, layout and 
installation of Anemostat units for 
high velocity air conditioning sys- 
tems, has been announced by Anemo- 
stat Corp. of America. HV Manual 48 


| is available free on request to Anemo- 


stat or its representatives in principal 
cities. 

HV Manual 48 contains data that 
will help consulting engineers design 
high velocity air conditioning sys- 
tems. With this data, plus standard 
tables in the ASHVE Guide, engi- 


oe 


ing of units and information on how 
metal and space savings can be 
achieved are given. 

Photographs of high velocity units 
as used with several types of diffusers 
are shown in HV Manual 48, includ- 
ing the new Anemostat all-air under- 
the-window unit, which opens a new 
field of application for high velocity 
air distribution. Dimension and lay- 
out data on all high velocity unit 
types manufactured by Anemostat 
is included. 


Hotpoint Kit Tells How To 
Dramatize Range Fryer 
KEY NO. 0-843—— 


CHICAGO—A new dealer sales 
aid dramatizing the French fryer on 
1953 Hotpoint ranges, using a dough- 
nut frying demonstration, is the sub- 
ject of a new promotional kit avail- 
able for company retailers. 

Supporting the demonstration ac- 
tivity, Hotpoint Co. is supplying 
dealer kits that include an editorial 
feature by Elizabeth Sweeney Herbert, 
household equipment’ editor of 
McCall's, entitled “Take a Look At 
the Electric Ranges.” The reprint is 
based on a story in the April issue 
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picturing Hotpoint’s Model RD-19 
electric range being used to fry 
doughnuts. 


The kit gives dealers two four- 
colored blowups for window and in- 
store displays, a promotional booklet 
explaining how to set up a doughnut 
frying demonstration on the new 
range, and 500 self mailers for 
prospects. 


Dow Relates Development 
Story of Styron 475 Sheet 


KEY NO. 0-844———— 


MIDLAND, Mich.—The story of 
the development of “Styron 475 
sheet" plastic, a raw material source 
for refrigerator door liners and other 
parts, was printed in the Dec. 1952 
issue of the “Dow Diamond,” house 
organ of the Dow Chemical Co. here. 
Dow makes Styron 475 sheet, which, 
it says, promises to greatly widen 
the scope of application of plastics in 
large pieces which until now have 
been economically and practically un- 
feasible to produce. 


Madden Brass Enlarges 
Refrigeration Catalog 


KEY NO. 0-845—— 


CHICAGO--The new, master cata- 
log of Madden Brass Products is off 
the press and ready for distribution 
to the refrigeration industry, accord- 
ing to company officials. 

The Madden line which covers a 
complete range of refrigeration fit- 
tings, valves and accessories, charg- 
ing lines, driers, and strainers, has 
heen expanded to include additional 
sizes. New Madden items are also 
included in this latest catalog. 
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You'll have a “DOUBLE BARRELLED” 
argument, too, when you handle 


SWERER) cases 


Tell your prospect that with a Sherer case he can get: 1. an 


advertised and we'll see that you receive this information 
promptly. 


increase in sales up to 300%*. 2.a savings in operating costs 
signs to high velocity. aah , 

Chet tie en Gnet dectm, alii up to $210.00 annually per 10 ft. case and you, too, will 

| of ducts, types of systems and balanc- have a double barrelled argument that is a powerful persuader 

in helping you to close more sales. These sales advantages 


neers can convert low velocity de- 
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What’s New or Current Literature Available 


are exclusive SHERER refrigeration developments . that 
Key No eoececce secre ssecceons Key n.d way we hd ah eae Bp Peer @ss you should know about. Only SHERER gives them to you. 
gt a ey ee Key Mk ¢inerseasdes Hue sates * from actual user reports 
Key No. ........0sceeeeeees Key No. ..........00ceeeee. FOR PERFORMANCE 
_ f Seeeerere crete cre St Bh ccvesereansscsavelde 
Products Advertised 
(list name, page, and issue date) 
eee ee Unmatched for Efficiency 
PT eT eT TO PTET eT eT eT TTT eT eT erTTT Tere Tere TTT Ter er Here is today’s outstanding refriger- 
ation value. The Peerless Pie Plate 
TT TUEECUCURTE TEL CT CUTE ECT OUT LRT re Coil Unit delivers maximum efficiency 
because it utilizes all of the cooling 
(PLEASE PRINT PLAINLY) surface. Its compact design permits 
it to fit into less space. 
ND opp oabeetedd 6iebheeasscnesee BE 65-05 nd 600060045 The power-packed round coil of im- 
proved evaporator design is ideally 
Company TE TCCTEC TTC TCU CTU TTT suited for use in soda fountains, 
. direct draw bars, reach-in refrigera- 
errr rrr rr ST rrer rr errr ery re eT eee ee eee Taree Tre eee tors and similar cooling applications. 
*s " It has all-aluminum casing and brack- 
Fy  MTTTITITULEL TLL Zone..... PE. cccsweoeasss ate, damlaum fn vutlens on eogger 
Type of Besimens oc ncccccsvccveseccesvcccccccsscccovecees tubing; oilless fan motor. Available in 


three sizes, with or without drain pan. 
Write for detailed information. 


MAIL THIS FORM TO 


Arr Conpirioninc & REFRIGERATION News 


Reader Service Dept. 
450 W. FORT ST. DETROIT 26, MICHIGAN 


The SHERER line is complete — Write 
For Complete Franchise Information 


SHERER-GILLETT CO., Marshall, Michigan 


Peerless of America, Inc. 


_ 1501 No. Magnolia Avenue oe 
sh Chicago 22, Illinois, U.S.A. ae 
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ARI Tells House Group: 


Excise on Components Is Costly, Produces 
Little Revenue, Has Competitive Inequities 


WASHINGTON, D. C.--Repeal of 
section 3405(b) of the _ Internal 
Revenue Code, which 
manufacturers’ excise tax of 10% on 
certain component parts of household 
refrigerators and freezers, has been 
requested by the Air Conditioning 
and Refrigeration Institute in a spe- 
cial presentation made to the House 
Ways and Means Committee. 

Rudy Berg of Copeland Refrigera- 
tion Corp., chairman of the ARI ex- 
cise tax committee, pointed out that 
the high costs of administering the 
tax made it a poor revenue producer, 
and he also outlined several inequi- 
ties in the administration of the tax. 
He also offered some suggestions for 
changes in the tax in the event that 
Congress decides to keep it. 

Following is text of testimony: 


imposes a - 


STATEMENT OF RUDY BERG, 

CHAIRMAN, EXCISE TAX COM- 

MITTEE, AIR CONDITIONING 
AND REFRIGERATION INSTITUTE 


Our most pressing problems center 
in section 3405(b) of the Internal 
Revenue Code, which imposes a manu- 
facturers’ excise tax of 10% on cer- 
tain component parts of household- 
type refrigerators and freezers. (The 
complete refrigerators and freezers 
are taxed under section 3405(a).) 


We are, of course, citizens as well 
as manufacturers, and fully ap- 
preciate the magnitude of your task 
in arriving at the most productive 
and equitable sources of revenue. It 
does seem to us, however, illogical to 
single out for application of a con- 
sumption tax (these taxes are, of 


Small Motor Specialist 
Praises Burnout Protection 


of KLIXON Protectors 


WEST NEW YORK, N. J.: John Limonta of the United 
Electric Company, specialists in small motor repair, speaks 
from his years of experience on the benefits of KLIXON 


Inherent Overheat Protectors. 


“As a service man I see the need of protection in motors. 
In fact, I know of one motor manufacturer who built a good 
motor, but went out of business because he did not have 
protection in his motors. I believe he would still be in 
business, if he had used Klixon protectors. We do far less 
rewinding of motors which have Klixon motor protectors 


in them.” 


ae ao oo 


Klixon Protectors Reduce 
Service Calls and Repairs by 
Preventing Motor Burnouts 


The Klixon Protectors illustrated keep 
motors in electrical appliances and other 
motor-driven equipment from overheating 
and burning out. Look for equipment with 
Klixon-Protected motors for trouble-free 
motor operation. 


SPENCER THERMOSTAT 
Division of Metals & Controls Corporation 
2408 FOREST ST., ATTLEBORO, MASS. 
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course, passed on to the purchaser) 
a product which has contributed so 
much to the health standards of our 
nation. 


CANADA HAS ENDED TAX 


In this connection, may we point 
out that Canada, which has had ex- 
tensive experience with commodity 
taxes, has for some time recognized 
that special consideration should be 
given to refrigerators, stoves, and 
washing machines. In September, 
1950, in response to the Korean 
situation, Canada imposed special ex- 
cises at the rate of 15% on most 
household appliances, but not includ- 
ing refrigerators, stoves, and wash- 
ing machines. (In 1951 these taxes 
were increased to 25%, and tax at 
the rate of 15% was placed on the 
three items mentioned, but in 1952 
the latter tax was entirely removed.) 

We hope that the Congress will find 


| it unnecessary to continue a special 
| tax on refrigeration, which cannot, 


| we submit, 


today be classed as a 


| luxury. If you find it impossible to 


tax 
| designated component parts of house- 


remove this tax at this time then our 
specific suggestion is as follows: 


RECOMMENDS 
ELIMINATION OF TAX 


We recommend elimination of the 
imposed by section 3405(b) on 


hold refrigerators and freezers. We 
make this recommendation because 
this tax is not only inequitable but 
also because its collection involves an 
uneconomical expenditure of time, ef- 
fort, and money by the Government 
and by the taxpayer. 

As you are aware, component parts 
of a manufactured product are nor- 
mally taxed as part of the end-prod- 
uct when it is sold; and the bulk of 
the parts we are talking about here 
are sold tax-free under exemption 
certificates, by the parts manufac- 
turers to the manufacturers of refrig- 
erators and freezers. (In the Revenue 
Act of 1951 this exemption was ex- 
tended to sales to wholesalers or job- 
bers for resale to manufacturers.) 

Also, if a refrigerator or freezer 
part fails within the period of the ap- 
plicable warranty, and is replaced by 
the parts manufacturer, no tax ap- 
plies. Further, all sales of parts to 
the state or territorial governments 
(including the District of Columbia), 
or for export, are exempt. The scope 
of the tax is accordingly so limited 
as to result in relatively little reve- 
nue; but the problems involved in its 
collection are many and complex. 


ADMINISTRATIVE COSTS OUT 
OF PROPORTION TO REVENUE 


We believe that experience is now 
adequate to show that this tax can- 
not be administered without a heavily 
disproportionate amount of time, ef- 
fort, and expense on the part of both 
the Treasury and the industry. In the 
first place, as I have said, the tax 
does not apply to sales of parts to 


another “manufacturer” or to a 
wholesaler for resale to a “manufac- 
turer.” 


Under certain circumstances it be- 
comes necessary for a manufacturer 
or other supplier of refrigeration 
equipment to assume _ responsibility 
for the exempt status of a purchaser 
who purports to be a “manufacturer” 
and accordingly claims to be entitled 
to purchase tax-free. In view of the 
inevitable breadth of definition of a 
“manufacturer” (see Regulations 46, 
sec. 316.4), it is frequently difficult to 
tell when the purchaser of a com- 
ponent is entitled to this exemption. 

For example, at what point does a 
serviceman, who is installing refrig- 
eration equipment, become a “manu- 
faeturer” by reason of “combining or 
assembling two or more articles,” or 
otherwise? The industry is constantly 
faced with this and similar problems 
growing out of the necessary ex- 
emption of sales to another manufac- 
turer. 

In addition, an immense amount of 
paper work is involved in administer- 
ing the exemption certificates in- 
volved under this and the other types 
of tax-free sales. 

In the second place, the tax ap- 
plies to certain specifically named 
component parts which are “suitable 
for use” as parts of or with household- 
type refrigerators or quick freeze 


units of the kind described in subsec- | 


tion (a). {This limitation is neces- 


o—— 


USED ICE PLANT EQUIPMENT 


2—Ammonia Compressors, Frick, Double Action, 10/2” x 18” J. T., 
140 Ton capacity, 22 Ibs. PS! Suction, 185 Lbs. PS! Discharge; 
directly connected to GE 225 HP, 2300 volt, 2 phase, 180 RPM, 
60 cycle motor; with control panel and Motor Generator Set. 


2—Water Coolers, Vilter; Shell & Tube 12-Pass, 24” Dia. x 12’-0” 
Long, 156—1'44” Tubes, 612 S. F. of surface; with 12” x 10’-8” 
Suction Accumulator, Ammonia Float, stop & drain valves; with 
pipe “S” Type Stand for Vertical Mounting. 


5—Packice Machines, Vilter, 6-Section, Spray Type, with Horizontal 
Accumulators, Complete with connections & Piping; Louis-Allis 
5 HP Motor; with Briquette Press for #1-16 Briquettes. 


ALLSTATES CONSTRUCTORS, INC. 
P. 0. BOX 658, AUGUSTA, GA. 
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sitated by the fact that only house- 
hold-type refrigerators or freezers are 
taxed under subsection (a) of section 
3405.) 

As the Internal Revenue Service 
will testify, the term “suitable for 
use” has resulted in a long series of 
rulings on particular types of equip- 
ment, and on lines of individual 
manufacturers; and it will, of course, 
continue to do so if the tax is con- 
tinued. 

At the moment, the industry is at- 
tempting to develop, in cooperation 
with the Service, a feasible yardstick 
for determining in general terms what 
types of hermetic compressors and 
condensing units, for example, are 
“suitable for use’’ with household- 
type refrigerators and freezers. Offi- 
cials of the Internal Revenue Service 
and members of our committee have 
spent on this problem alone a very 
substantial amount of time; and there 
are numerous other types of equip- 
ment raising the same problem. 

All told, it seems no exaggeration 
to estimate that the tax on component 
parts has resulted in far more ad- 
ministrative cost to the Internal Rev- 
enue Service and the industry than 
the revenue which has resulted. We 
respectfully urge that you consult in 
this regard the officials of the Serv- 
ice who deal with these problems day- 
by-day. 


COMPETITIVE INEQUITIES CITED 


In addition, an even more serious 
defect in this tax is in the competitive 
inequities which it causes. One manu- 
facturer may consider that his prod- 
uct is not “suitable for use’ in house- 
hold-type refrigerators, and collect 
no tax on it; while another manufac- 
turer may conclude otherwise with 
respect to a similar and competing 
product. There have been, and now 
are, many such situations resulting in 
serious discrimination. 

For example, one inequity——this 
time between industries—-would be 
eliminated by ceasing the present 
double taxation of used parts traded- 
in for rebuilt parts. This can be ac- 
complished by adding at the end of 
section 3405(b) the following: 

“In determining the sale price of 
a rebuilt refrigerator component 
there shall be excluded from the price 
in accordance with regulations pre- 
scribed by the Secretary, the value of 
a like component accepted in ex- 
change.” 

Under existing law, if a used part 
is repaired and returned to its owner 
there is no excise tax because there 
is no “sale.” Frequently, however, for 
efficiency and in order to save the 
customer the time the part would be 
out-of-use during its transit time and 
repair, an identical rebuilt part is 
immediately exchanged for the old 
part, plus cash covering the differ- 
ence in value. In that case the tax 
is applied, not only to the cash pay- 
ment (which is correct) but also to 
the value of the old part traded-in. 

This is plainly wrong, we submit, 
for several reasons. In the first place, 
a direct repair job is not taxed. Why 
should the tax be imposed on what is 
essentially a more efficient method of 
accomplishing the same result ? 

Secondly, the tax has already been 
paid on the original sale of the old 
part (except, of course, on exempt 
sales) and to include its present value 
in the tax base is obviously double 


taxation; indeed there may be triple, 
etc., taxation involved if the part 
in question is later resold. 

The possible loss of revenue would, 
according to the best estimates we 
have been able to obtain from the 
industry, be well under $100,000 an- 
nually. We feel strongly that the 
combined cost, to the Internal Re- 
venue Service and the industry, of 
collecting this part of the tax, is in 
excess of this amount. 


HOW AUTOMOTIVE INDUSTRY 
PROBLEM IS HANDLED 


Similar problems for the auto- 
motive industry were met in the Rev- 
enue Act of 1951 (section 481(d), 
amending section 3403(c) of the 
Code), by providing that in determin- 
ing the sale price of a rebuilt auto- 
motive part there shall be excluded 
the value of a like part accepted in 
exchange. (This provision was first 
recommended by the Staff of the 
Joint Committee on Internal Revenue 
in connection with the Revenue Act 
of 1950.) We know of no reason why 
the same relief should not be ac- 
corded to the refrigeration industry. 

The only objections to this relief 
which have been advanced by the 
Treasury, to the best of our know- 
ledge, are that: ; 

1) there are fewer concerns en- 
gaged in rebuilding’ refrigeration 
parts than was the case in the auto- 
motive industry; 

2) in the refrigeration industry the 
value of the returned part is more 
readily ascertainable since there is a 
standard list price for replacement 
parts whether new or rebuilt, which 
is not always the case in the auto- 
motive industry; and 

3) some rebuilders of refrigera- 
tion parts maintain a pool of such 
parts which includes completely new 
parts as well as rebuilt parts, so 
that it might be difficult to determine 
which parts were taxable. 

These distinctions between the two 
industries may exist to some extent; 
if so, they are distinctions without 
much if any difference. As to the first 
point, hundreds of refrigeration serv- 
icemen are engaged in small rebuild- 
ing operations throughout the coun- 
try; whether there are more or less 
than was the case as to auto parts 
seems to be immaterial since there 
are enough of both to make the ad- 
ministrative problems similar. The 
same applies to the second point. 

As to the third point, rebuilders of 
refrigeration parts do not normally 
place newly manufactured parts, as 
such, in a replacement pool. The parts 
in such a pool are made of new and 
old parts to a varying degree, with 
the old parts being replaced to the 
extent they do not measure up to the 
required standards. Presumably this 
was the same in the automotive in- 
dustry; in any event there is no dif- 
ference between the two industries 
which would in any way warrant dif- 
fering methods of taxation. 

We submit that so long as we must 
endure the inequity of selective ex- 
cise tax, the logical point to tax parts 
of end-products is all at one time in 
the sale of the end-product. We think 
it is clear that the attempt also to 
tax such parts separately results in 
serious inequities and costs more than 
it is worth. We therefore ask that 
you recommend repeal of section 
3405(b). 
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TWIN 5-hp. Chrysler Air- 
temp air conditioners pro- 
vide year-round comfort 
in the Harris Funeral 
Home in Detroit. Heating 
coils, connected to gas- 
fired steam boilers, pro- 
vide winter heating. The 
unit to the left serves the 
chapel. The air condi- 
tioner on the right cools 
and heats second and 
third floor parlors and 
offices. The zoned system 
Provides maximum cooling 
: and heating _ efficiency 
cee with economy. 


Cool Funeral Homes 


Detroit Directors Consider Air Conditioning To Be 
Profitable Investment In Good Will 


DETROIT—Leading funeral direc- 
tors in this humid area regard air 
conditioning as “the greatest good- 
will builder funeral directors have 
ever known.” 

Pleasant reactions of visitors, re- 
duction of personal discomfort com- 
plaints to a minimum, and “a de- 
cided business advantage’’ have made 
funeral directors enthusiastic about 
air conditioning. 

One of the three large Detroit 
funeral homes owned by the R. G. 
and G. R. Harris Co. employs twin 
5-hp. Chrysler Airtemp “packaged”’ 
air conditioners in a zoned heating 
and cooling system. Fully one-half of 
the large two-floor building is oc- 
cupied by the chapel. It is a heating- 
cooling zone in itself. 

Two second-floor parlors, a _ third 
parlor downstairs, and the general 
business offices comprise a_ second 
cooling-heating zone. Service areas 
in the basement and on the first floor 
are a third heating zone. 

The packaged air conditioners in- 
stalled in the basement are controlled 
by individual upstairs thermostats. 
When either of the areas is not in 
use, it may be closed off, and one 
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of the air conditioners turned off. 

According to Manager C. F. Rost, 
the zoned system in the Harris home 
provides highly efficient cooling with 
maximum economy. 

C. F. Schnaidt, owner of the 
Schnaidt Funeral Home in Royal 
Oak, Mich., has installed three 5-hp. 
Airtemp units in his establishment. 

He revealed that during last year’s 
abnormal summer heat, air condi- 
tioning favored his establishment for 
a large funeral. 

His opinion is that “air conditioning 
is an absolute necessity for a success- 
ful business.’’ He declared that people 
expect, and often demand, air condi- 
tioning in the funeral home. 

Interviews with Detroit funeral 
directors found them divided on the 
necessity for cooling service areas. 
One director felt air conditioning 
was a good investment here because 
of the comfortable and relaxed at- 
mosphere provided his employes. 

Other directors, who have non-air- 
conditioned but relatively cool service 
rooms, feel that a well-designed lay- 
out does not require air conditioning 
in this area—that they have saved 
money without sacrificing comfort or 
efficiency. 

But almost to a man, the directors 
agree that air conditioning is a 
valuable feature in parlors and 
where visitors gather. 

Regardless of the type of air con- 
ditioning installation, 
mand a minimum of air noise. Said 
one director: “Perhaps I’m much 
too sensitive to noise, but I would 
like to see a completely noiseless 
system in my place.” 

Surveys among funeral directors 
reveal further benefits of air condi- 
tioning from their point of view. 
Goodwill, especially in small com- 
munities, is noticeably increased. 
Odors—the bane of the _ funeral 
home—and tobacco smoke are dis- 
sipated quickly. 

Finally, the directors feel that air 
conditioning is an improvement 
which more than pays for itself in 
comfort and business advantages. 


Complete Air Conditioning 
Planned for Drake Hotel 


CHICAGO—A three to four year 
project that will result in air condi- 
tioning for the entire Drake hotel 
here was launched recently. 

This fall the hotel plans to air con- 
dition 96 of its 670 rooms as the 
first step in the program. This first 
phase is expected to cost between 
$75,000 and $80,000. 

The management said that the de- 
cision to completely air condition the 
hotel was taken not because Chicago's 
climate requires it but because visi- 
tors from other parts of the country 
have become accustomed to air con- 
ditioning and are demanding it. Air 
conditioning is necessary if the hotel 


New Statler Hotel In 
Dallas To Be Air Cooled 


NEW YORK CITY--An 18-story, 
1,001-room Statler hotel to be erected 
in Dallas will be air conditioned, ac- 
cording to Arthur F. Douglas, presi- 
dent of Hotels Statler, Inc. 

Douglas announced here recently 
that ground will be broken on Oct. 1 
on Jackson St. in downtown Dallas, 
and that the hotel is scheduled to be 
ready for occupancy in the fall of 
1955. He said the structure will rep- 
resent an investment of about 
$15,000,000, including the cost of the 
land. 

The T-shaped hotel is to be con- 
structed of glass, aluminum, and 
porcelainized metal that looks like 
glass. Other features will include a 
combination ballroom and assembly 
room capable of handling 2,000 
persons, a terrace garden, swimming 
pool, and stores. 


Dixon Hardware Appointed 
Distributor for Sturtevant 


BOSTON -— Dixon Hardware Co., 
Inc., of Albany, Ga., has_ been 
awarded a franchise as distributor 
for Westinghouse self-contained air 
conditioning equipment. The _ an- 
nouncement was made by W. B. Cott, 
air conditioning sales manager of the 
Westinghouse Electric Corp.’s Sturte- 
vant Div. 

Headed by B. H. Dixon, president, 
the company has been associated 
with the heating, ventilating, and air 
conditioning business in Georgia for 
many years. It serves all of the south- 
west part of the state. 


directors de- | 


expects to maintain its share of the 


business, management said. 


Two 50-ton “Freon" compressor 


units with water chillers will be used | 


to cool the first 96 rooms. The man- 
agement figures that a single unit 
will serve 48 rooms. It plans to in- 
stall 14 units altogether. 

The compressor units will be placed 


in the basement and chilled water | 
piping run to the rooms. A blower | 


unit, individually controlled in each 
room, will blow chilled air into the 


room from an outlet above the closet. | 


The management said that draw- 
ings for the first phase will be com- 
pleted in September, contracts will 
be awarded in October, and work will 


| begin in November 
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First In Brooklyn? 


Old Theater (Soon To Be Office Building) 
Will Be Completely Air Conditioned 


BROOKLYN, N. Y.--One of the 
oldest vaudeville theaters in New 
York is now being converted into an 
office building--the first in Brooklyn, 
it is believed, to be completely air 
conditioned, 


Some 160 tons of Typhoon pack- 
aged air conditioners and _ water 
chiller systems are to be installed to 
cool upper floor offices and ground 
floor stores by Five Towns Refrigera- 
tion Co., Typhoon distributor on Long 
Tsland. 


The Flatbush theater, which was 
built in 1906 with a seating capacity 
of 1,800, was one of the first theaters 
in Brooklyn to present big-name 
stars away from Broadway. Later it 
became one of the mainstays of the 
“Subway Circuit” bringing out top 
Broadway shows at popular prices. 


At a time when most theaters were 
firetraps, this building was con- 


structed of steel and concrete. There- 
fore, the shell of the building is 


being retained, including the outside 
walls, the roof, and the proscenium 
arch. 


The second and third floors of the 
building will be individually air con- 
ditioned with Typhoon packaged 
water chiller systems, consisting of 
three 20-ton water chillers and six 
air handling units of various sizes. 
Heating coils will also be installed 
in the air handling units, so that heat 
can be supplied from a central boiler 
in the winter time, and distributed 
through the same system. The water 
chiller condensers will be cooled by 
well water. 


In addition to the 60 tons of air 
conditioning to be installed for the 
offices, the stores on the ground floor 
will require approximately 100 tons 
of air conditioning in the form of in- 
dividual packaged units, 


This building is being constructed 
by Morton Smith, and the architects 
are Wechsler & Schimmenti. 
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versatile instrument maintains even, healthful warmth 
when the weather's cold and air-conditioned coolness 
when it's hot. Investigate General Controls’ complete 
line of automatic controls for residential heating and 
air cooling systems: room thermostats, fan or 

limit controls...automatic gas valves... safety 
controls, pressure regulators... and B-60 self-powered 
all-gas control systems. Thermal expansion valves 
... pressure and temperature switches . . . magnetic 
stop valves... strainers... many basic types of 
automatic controls with thousands of application 
variations. Wrap your supply and service problems 
up in a single package. Take advantage of 
General Controls’ fast, reliable one-source, 
one-responsibility service. 
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- 


Refrigeration Problems 


and their solution 


by Paul Reed 


For Service and Installation Engineers 


Paul Reed 


An Argument 
About Driers 


Question: 

To settle an argument, will you 
please tell me if a drier heating up 
proves that it is taking water from 
the refrigerant? There is quite an 
argument going on here in the shop 
about it. It sounds reasonable that 
when the drier takes up water, it 
would heat up, but it seems to me 
that I heard or read something about 
the heat not meaning anything. 


Answer: 


Some years ago this subject was 
brought to the attention of Dr. W. O. 
Walker, now Dean of the Division of 
Research and Industry, University of 
Miami, but then Director of Research 
of the Ansul Chemical Co. He ran 
some very careful tests and found 
that the heating of the drier was not 
a reliable indication of whether or not 
a drier filled with an adsorption type 
of drying material (silica gel or 
activated alumina) was removing 
water from a system. 

These two drying materials (or 
desiccants as they are more properly 
called) remove water from the re- 
frigerant by “soaking it up.” If there 
is no water in the refrigerant, the 
desiccant adsorbs the refrigerant it- 
self. However, it “likes’’ water better 
than refrigerant, so if some water 
comes along, it will release some of 
the refrigerant and take up the water 
in its place. 

In adsorbing either refrigerant or 
water, the desiccant heats up some- 
what, but we have no means of know- 
ing whether the drier is warming up 
because it is adsorbing refrigerant or 
adsorbing water. 

When the receiver service valve is 
opened to let refrigerant into the 
liquid line in which there is a new 
drier filled with silica gel or activated 
alumina, the drier begins to warm up 
at once. Even if the refrigerant is 
perfectly dry, the drier will warm up, 
because the desiccant is adsorbing re- 
frigerant. 

If there is some moisture in the re- 
frigerant, it will be adsorbed along 
with the refrigerant, but there is so 
little moisture, percentagewise, in the 
refrigerant that it makes very little 
difference in the heating up of the 
drier. 


“Freon 12” that has 40 or 50 parts 
per million water in it, is rather 
“wet.” “Freon-12,” for that matter, 
will cause freeze-up in any system 
operating below 32°. Forty p.p.m. is 
the same as only 4 one thousandths 
of one percent, and the heat generated 
by such a small amount of water be- 
ing adsorbed by the desiccant is not 
perceptible. 

So, if you are speaking of silica gel 
or activated alumina, both of which 
take up water by adsorption, the 
heating of the drier has no value in 
determining whether or not the drier 
is removing moisture. Moreover, if 
you put on a drier filled with silica 
gel or activated alumina, and the 
drier first heats up and then cools 
down, it is no sign that the drier has 
taken up all the moisture that it can 
hold and should be replaced with a 
new one. 

It simply means that the desiccant 
is pretty well “soaked” with refrig- 
erant, with or without water. It will 
still go ahead and adsorb water, but 
the heat caused by its adsorption of 
the water will be so very slight that 
you won't be able to tell it. 

All of the above refers to the ad- 
sorption type of desiccants, mainly 
silica gel and activated alumina, in 
their various forms, and in some 
cases, in combination with some other 
desiccants. 


CHEMICAL TYPE DESICCANTS 


There is another type of desiccant 
that removes water by a chemical 
reaction between the water and the 
desiccant. The water and the des- 
iccant combine to form another 
chemical somewhat different from the 
original desiccant. In some instances, 
this chemical can be turned back into 
the original desiccant by heating it 
and driving out the moisture (re- 
activated). 

This chemical action may produce 
a little heat, but ordinarily there is 
such a small percentage of water in 
the refrigerant that the heat gener- 
ated by the chemical reaction be- 
tween the desiccant and the water is 
not perceptible. If there is a large 
amount of water in the system, the 
heating of the drier may be notice- 
able, but that is unusual. 

Calcium sulphate (Drierite) is the 
best known example of the chemical 
type of desiccant. It depends mostly 
on the chemical combination of the 
calcium sulphate and the water to 
remove the water from the system. 

A drier filled with calcium sulphate 


<> 
oe 


| Leaders Select 
SCH NACKE 


tHE Evaasuclle store, 


second in Interstate De-__ 7... 


ng 
SCHNACKE compressors. 


This Schnacke installation is an indirect, chilled 
water system with localized zone control on each 


floor. Five individual refrigeration circuits tie into the single chilled water system. 
The number of compressors in operation at any one time is determined by the 


need . 


- and sequence of operation is alternated automatically. Another example 


of Schnocke’s advanced engineering. Multiple compressor installations are practical; 
more economical in first cost and in operation. 


1101 N. Governor St. po CHNACKESING Evansville, Ind. | 


(Vrierite) will usually heat up very 
little, but that is no sign that it is 
not taking up moisture. 

Some years ago barium oxide was 
tried out as a desiccant, and it is 
quite effective. However, it heats up 
so much if there is quite a little water 
in the system, that it becomes quite 
dangerous. After some accidents with 
it, it had to be abandoned as a des- 
iccant for driers for ordinary use. 


MEASURING POWER FACTOR 


Question: 

Here at the station, we have to 
depend on ourselves for all types of 
work, especially the electrical. A 
couple of us have been studying elec- 
tricity, and we have got along O.K. 
except this power factor business. 

We think we understand it, but is 
there any way that we can calculate 
it or is there some kind of meter to 
measure it? How can we tell what 
the power factor is of a motor? 


Answer: 


Generating plants have power fac- 
tor meters that read power factor 
directly, but they are quite expensive 
and not suitable for ordinary field 
use. 

However, you can determine the 
power factor quite easily with ordi- 
nary meters; a voltmeter, an am- 
meter, and a wattmeter. Take read- 
ings of the three instruments on, for 
example, the line to a motor. Then 
divide the watts by the volts times 
the amperes. The result is the power 
factor. 

For example, the wattmeter reads 
274 watts, the voltmeter 112 volts, and 
the ammeter 3.4 amperes, the power 
factor is .72 or 72% [274 (112x3.4) ]. 

Power factor is usually not very 
important to the service engineer nor 
for that matter to the user, either. 
Electricity is paid for on the basis 
of thousands of watts (Kilowatts) 
used per hour (Kilowatt Hours) and 
the electric meter takes the power 
factor into consideration, so the user 
does not pay for the “wattless 
current.” 

Power factor is chiefly important 
to the power company, for a low 
power factor means that they have a 
lot of generating and distribution 
equipment tied up from which they 
are not getting full usage. 


Peters Manages Eastern 


Region for Acme Industries | 


JACKSON, Mich.—Appointment of 
William Howard (Pete) Peters as 
eastern regional manager for Acme 
Industries, Inc. was announced re- 
cently by C. W. Millsom, Acme sales 
manager. 

Peters will manage Acme’s New 
York City office and supervise Acme 
representatives in New England, 
upper New York state, Philadelphia, 
Washington, D. C., Virginia, and the 
Carolinas. 

Peters had been eastern regional 
manager for Remington Air Condi- 
tioning Div. of Remington Corp. for 
the past three years and had been 


with the company five years. Before pe: 


that he was associated with Salem 
Engineering Co. as an engineer and 
eastern regional manager, and with 
an air conditioning and refrigeration 


distributor and contractor in — 


and Covelané. 


A super “MARKE T” " for you. oy 


You'll really bring home the bacon . 


George Iwashita Promoted 
To Lt. Col. In 78th Div. 


CAMP DRUM, N. Y.— Brigadier 
General H. Norman Schwarzkopf, 
Commanding General, 78th Infantry 
Div., announced recently the promo- 
tion of Major George K. Iwashita to 
Lt. Colonel, Division G-2 Intelligence. 

Lt. Colonel Iwashita is general 
manager of the Commercial Products 
Department of the General Electric 
Co.’s Air Conditioning Div. 

During World War II he served as 
a captain in the famed 442nd regi- 
mental combat team in Europe and 
later in the Pacific as a major in the 
intelligence section of General Mac- 
Arthur’s headquarters. 

A graduate of Ohio State uni- 
versity with a B.S. in E.E. degree, he 
also holds an LL.B. degree from the 
University of Michigan, and a J.D. 
degree from the University of Day- 
ton. 

He is national membership chair- 
man and a director of the American 
Society of Refrigerating Engineers; 
and is on the board of directors of 
the Air Conditioning and Refrigera- 
tion Institute. 


Ware, Hurwicz Join Trane 
Product Engineering Staff 


LA CROSSE, Wis.—-Two personnel 
changes in the products engineering 
department of The Trane Co. have 
been announced by R. E. Lucey, vice 
president. 

Chester D. Ware, who joined the 
company in 1952, will become a heat 
transfer specialist in the develop- 
ment of new Trane products, and 
Henryk Hurwicz has been appointed 
to work on a special heat transfer 
development project. 


Ware has a B. S. degree in me- *~ 
chanical engineering from Iowa State | 
college. He was a staff engineer at | 


Proctor & Gamble for five years be- 
fore coming to The Trane Co. 
Hurwicz received his Ph. D. from 
Iowa State college last June and has 
a B. S. and M. S. in mechanical 
engineering from the same _ school. 


Born in Warsaw, Poland, he attended | 


the Warsaw Institute of Technology 
in Poland and the University of Paris 
in France before coming to the United 
States in 1947. 


Gibson Names Distributor 


GREENVILLE, Mich.--Gibson Re- 
frigerator Co. announces the appoint- 
ment of John Pritzlaff Hardware Co. 
of Milwaukee as its new distributor 
in Wisconsin. Gibson recently termi- 
nated its agreement with State Dis- 
tributing Co. tor the same area. 


SLANTS 


on Service 


“Slants on Service” is a handy 
“package” devised by the NEWS 
for its busy readers. 


Worthington Unloader Uses 
Electro-Mechanical Method 


An electro-mechanical device using 
solenoids and levers to depress suc- 
tion valve strips is now being used 
for capacity reduction on Worthing- 
ton's new “J” series of compressors. 

The unloader operates on principle 
that if suction valve is held open, the 
piston can’t pump refrigerant, and 
thus compressor capacity is reduced, 
explains P. P. Heron on Worthing- 
ton’s Climate Chart. 

“The unique advantage of the elec- 
tro-mechanical method is that the 
compressor can be started 100% un- 
loaded, making use of a normal 
torque motor possible in all cases,” 
he says. 

‘“‘However, compressor operators 
should be reminded that compressors 
that depend on the quantity and den- 
sity of suction gases being circulated 
around the cylinder walls for cooling 
cannot be operated completely un- 
loaded for any appreciable length of 
time. 

“It only takes a few seconds to 
bring a compressor up to full speed 
while completely unloaded, with the 
use of a normal torque motor. The 
compressor should then revert to 
normal operation.” 


MORE INFORMATION? 
Use Handy Coupon 
on “What’s New” Page 
Use Key No. for fastest service. 


MOLDED REMCAL DRYING 
FIBERGLAS DEPTH FILTERING 


Check Super-Flo’s amazing low price, for 
both original equipment and re “Pp acement, 
against ordinar ary driers wane o not have 
Super-Flo molded drying elements, mas- 
sive fiberglas depth filters and spun-end 
copper shells. Available to the trade 
through wholesalers everywhere. 


REMCO 


INCORPORATED 
ZELIENOPLE, PA. 


hy , throughout the unit. 


. when you 


sell and install Ranco controls in retail food stores. 


The chain food stores, dairies, meat markets, 
and fruit and vegetable stores make a 
 - r-dooper ‘‘market"’ for you. 

eat cases, ice cream cabinets, frozen food 
compartme nts, and dairy and vegetable coolers 
offer you tremendous sales possibilities. 
Ranco’'s general pressure and temperature controls 
were especially built for this super commercial 
“market.’" There is a Ranco control for all 
commercial requirements . in fact, Ranco 
pressure controls are standard equipment on many 
refrigeration units. What a new and 


cogepoemnent market! 


t's easy to be a super salesman in the 

Ranco sells to more 
original manufacturers than does any other 
supplier of refrigeration controls. Get your share 


retail food market . because 


of this big super market now! 


Kanco Duc. 


COLUMBUS 1, OHIO 


WORLD S LARGEST MANUFACTURE® OF REFRIGERATION CONTROLS 


* COOLING 
TOWER 


with the Fill of New Scientific Design. It 
provides for more capacity by main- 
taining even water distribution 
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AIR CONDITIONING WN 
REFRIGERATION VE WS 
Will be published early—OCTOBER 5 


This SPECIAL issue will 
have keen interest for all 
BUYING factors of the industry (regularly 
they read the NEWS). Also, it will promote 
the Exposition to everyone whose activities 
and influence should be wooed. 

Editorially this October 5 issue will present 
a complete preview of the Exposition... floor 
plan and key to exhibits ... program of 
Exposition events... news and programs of 
various groups and associations which have 
scheduled meetings and conventions in Cleve- 
land during the week of the Exposition... 
listings of exhibitors and their booth num- 


bers . . . in brief, a comprehensive preview, 


oe’ 1 7 \ a 
Oo a agen ite. ‘ a a a A A a, 


and advance build-up, designed to draw the 
greatest possible attendance. 

Your advertisement in this PRE-EXPOSI- 
TION ISSUE will attract BUYERS to your 
booth... and help your salesmen close more 
sales at your exhibit. 

Time is short. Competition is growing 
sharper. So, we suggest that you order your 
advertising space reservation TODAY, to in- 
sure a good position in the SPECIAL ISSUE. 
Copy must be in by September 15. Forms 
close September 25. 

Regular advertising rates apply. No _ in- 
crease, despite the enlarged circulation and 


added costs. 


P.S.: Another great show issue — the Exposition Issue — 


will be distributed at the Show itself. 
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PATENTS 


Week of March 10 
( Continued) 


2,630,684. REFRIGERATED MULTIPLE 
SHELF DISPLAY CASE. Minor H. Strang, 
Marshall, Mich., assignor to Sherer-Gil- 
lett Co., Marshall, Mich. 


As 
———+— 


LEPALD i. 


4 


Le. 

1. A multiple shelf, open top, self-serv- 
ice display case for foods and the like in- 
cluding a plurality of display shelves, one 
above the other, adapted to receive food for 
display and sale, a refrigerating element, 
a fan adapted to force air through such 
element, supply and return ducts associ- 
ated with the fan and the refrigerating 
element leading separately to and from 
each shelf and means for controlling the 
velocity of air discharged over the shelves 
comprising a by-pass duct adapted to 
receive part of the cooled air from the 
refrigerating element and return it di- 
rectly to the low pressure side of the fan. 


2,630,685.—_DE FROSTING ARRANGE- 
MENTS FOR REFRIGERATION SYS- 
TEMS. Leo Logan Lewis, Syracuse, N. 
¥., assignor to Carrier Corp., Syracuse, 
N. Y¥., a corporation of Delaware. Appli- 
cation Jan. 19, 1949, Serial No. 71,695. 2 
Claims. (Cl. 62—115.) 


~ “S$ 


1. In a refrigeration system, the combi- 
nation of a compressor, a condenser, an 
expansion device and an evaporator dis- 
posed in a closed circuit, a boiler, a heat- 
ing element in the boiler, a first line con- 
necting the boiler to the liquid line of 
the system, a normally closed valve in 
said line, a second line connecting the 
boiler to the leaving end of the evapora- 
tor, a normally open valve in the liquid 
line adapted to prevent passage of liquid 
refrigerant from the condenser to the 
evaporator during the defrosting cycle, 
said normally open valve being placed in 
the liquid line between the condenser and 
the juncture of the first line and the 
liquid line, and a second normally open 
valve in the suction line adapted to pre- 
vent passage of refrigerant from the eva- 
porator to the compressor during the de- 
frosting cycle, said second normally open 
valve being placed in the suction line 
between the compressor and the juncture 
of the second line with the suction line. 


2,630,687. TRUCK REFRIGERATION 
UNIT. Russel D. Acton, Chicago, Ill. Ap- 
plication April 10, 1948, Serial No. 20,315. 
10 Claims. (Cl. 62—117.) 

4. A refrigerated automotive vehicle hav- 
ing a generally rectangular load com- 
partment, said load compartment having 
insulated side, end, top and bottom walls, 
a refrigerating mechanism compartment 
within the load compartment, a portion of 
one side wall, an adjoining end wall and 
the adjacent corner of the bottom wall of 
the load compartment at one corner 
forming respectively the end wall, a 
transverse wall and the bottom wall of 
the mechanism compartment, an insulated 
wall section including joined vertical walls 


fitted into said corner to form the re- 
maining vertical walls of said mechanism 
compartment, said mechanism compart- 
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AS 
ment being completed by an insulated top 
wall structure which joins the walls of 
the insulated section with the walle of 
the load compartment, said portions of 
the load compartment walls which form 
walls of the mechanism compartment hav- 
ing openings for the flow of air into and 
out of said compartment, a refrigerating 
mechanism including an engine and com- 
pressor mounted one above the other in 
the mechanism compartment thereby oc- 
cupying the minimum floor space in the 
load compartment, a condenser in the 
mechanism compartment and occupying 
the same minimum floor space as the 
engine and compressor, air circulation 
means in the mechanism compartment ar- 
ranged to circulate air through the wall 
openings and over the engine and com- 
pressor and condenser, an evaporator 
with air circulating means mounted above 
and at the top of the mechanism com- 
partment and in the load compartment 
and occupying the same vertically pro- 
jected floor space, said refrigeration struc- 
ture with its insulated wall structure 
being integrally constructed for installa- 
tion and removal as a unit. 


2,630,688. MEANS FOR FURNISHING 
REFRIGERATION TO MOBILE UNITS. 
Kenneth C. Merkling, Havre, Mont. Appli- 
cation June 2, 1950, Serial No. 165,795. 6 
Claims. (Cl. 62—117.) 
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1. A refrigerating system comprising: a 
traveling vehicle; a stationary station; 
sealed brine-circulating means in said 
vehicle; a hollow heat-transfer plate in- 
terconnected in said circulating means; 
a refrigerating plant at said station; a 
hollow evaporator plate in the cooling 
circuit of said refrigerating plant; and 
mean for temporarily securing said heat- 
transfer plate against the evaporator 
plate of said station as the vehicle reaches 
the station during its travel from station 
to station to transfer heat from the 
vehicle to the station. 


2,630,690. ABSORPTION REFRIGERA- 
TION. Axel Gosta Hellstrom, Evansville, 
Ind., assignor to Aktiebolaget Elektrolux, 
Stockholm, Sweden, a corporation of 
Sweden. Application Dec. 16, 1948, Serial 
No. 65,655. In Sweden Dec. 19, 1947. 13 
Claims. (Cl. 62—119.5.) 


1, Refrigeration apparatus of the ab- 
sorption type including a boiler for gen- 
erating vapors, an absorber for absorbing 
vapors, connections for circulation of ab- 
sorption solution through and between 
said boiler and absorber, said connections 
including conduit means for conducting 
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one portion of the solution enriched in 
said absorber in heat exchange relation 
with generated vapors and for conducting 
another portion of the solution enriched 
in said absorber in heat exchange relation 
with weak absorption solution flowing 
from said boiler, and means including a 
capillary syphon embodied in said con- 
duit means for promoting flow of said one 
portion of the solution enriched in said 
absorber. 


2,630,691. DEHUMIDIFYING AIR-CON- 
DITIONING APPARATUS. Charles D. 
Harris and Joseph A. Galazzi, Evansville, 
Ind., assignors to International Harvester 
Co., a corporation of New Jersey. 


1. In a unit for dehumidifying room air; 
a refrigeration system comprising a com- 
pressor, condenser and evaporator; said 
condenser comprising a continuous tube 
which is bent into a cylindrical shape; 
said evaporator being enclosed by said 
condenser; and means for passing room 
air through a portion of said condenser 
into contact with said evaporator, then 
over the remainder of said condenser; 
said air being cooled to its dew point by 
said evaporator so that water condenses 
therefrom. 


2,631,018. CONCENTRATING APPARA- 
TUS. Walter Kals, New York, N. Y., as- 
signor to Niagara Blower Co., New York. 


8. In concentrating apparatus for a 
cooler having means for discharging liquid 
containing an antifreeze component hav- 
ing a boiling point higher than water, into 
direct contact with a gas, a tank collect- 
ing said discharged liquid and means 
recirculating said liquid from said tank 
to said discharging means, and said con- 
centrating apparatus having a _ concen- 
trator in which heat is applied to said 
liquid to evaporate a portion of the water 
therein and from which the concentrated 
liquid overflows, a strong liquor receiver 
collecting the concentrated liquid over- 
flowing from said concentrator and a heat 
exchanger through which the dilute liquid 
flowing from said cooler to said concen- 
trator passes in heat exchange relation 
with the concentrated liquid flowing from 
said strong liquor receiver to said cooler; 
the combination therewith of means for 
maintaining the concentration of said 
liquid in said cooler under conditions of 
operation where said liquid in said cooler 
is subject to dilution, comprising a feed 
pump between said cooler and said heat 
exchanger and feeding the dilute liquid 
from said cooler through said heat ex- 
changer to said concentrator, a_ return 
pump between said strong liquor receiver 
and said heat exchanger for returning 
the concentrated liquid from said strong 
liquor receiver through said heat ex- 
changer to said cooler, means responsive 
to the degree of dilution of said liquid 
in said cooler for substantially simultane- 
ously rendering said feed and return 
pumps operative and inoperative, a three- 
way valve having its common inlet con- 
nected to the concentrated liquid outlet 
from said heat exchanger and in one 
position of its parts delivering the con- 
centrated liquid from its inlet to the dilute 
liquid entering said heat exchanger and 
in another position of its parts delivering 
the concentrated liquid from its inlet to 
said cooler, means normally holding said 
three-way valve parts in said one position, 
and means responsive to a rising level of 
the concentrated liquid in said strong 
liquor receiver and moving said three- 
way valve parts to said another position. 


2,631,022. COOLING TOWER. John B. 
Baird and Neal B. Lau Bach, Houston, 
Texas, assignors to Hudson Engineering 
Corp., Houston, Texas. 


> oe . 
1, In a cooling tower having a vertical 
framework, an updraft fan on its upper 
end, and water spray pipe means below 
said fan, a water-filming structure within 
said framework below said spray pipe 
means, said filming structure comprising 
a bank of transverse rows of slats with 
their longitudinal dimension vertically ar- 
ranged, the slats in each row being in 
parallel edge-spaced relation with their 
faces residing in two parallel planes and 
adjacent rows of slats being laterally 
spaced from each other, the spacing of 
adjacent rows of slats increasing gradually 
from the upper ends toward the lower 
ends of the slats. 


COMPRESSORS. Max Haeberiein, Maple- 
wood, WN. J., assignor to Worthington 
Corp., Harrison, N. J., a corporation of 
1. A shut down seal system for cen- 


trifugal compressors having a rotor and a 
lubrication system with the pressure 
therein controlled by the speed of said 
rotor comprising, a seal collar mounted 


on said rotor, a shut down seal movably 
mounted on said rotor for air tight en- 
gagement with said seal collar, means for 
moving said shut down seal into and out 
eof engagement with said seal collar op- 
erated by pressure fluid from said lub- 
rication system, a single conduit means 
connected between said means and the 
lubrication system for conducting pres- 
sure fluid to and away from said means 
for operating the shut down seal, a check 
valve connected in said conduit adapted 
to close at a predetermined reduction in 
pressure in said lubrication system, and 
timing means normally maintained closed 
by pressure fluid from said lubrication 
system and provided with an inlet con- 
nected to said conduit between said first 
mentioned operating means and_ said 
check valve and a discharge to said lub- 
rication system for returning pressure 
fluid, said timing means to control the 
rate of return flow to said pressure ftuid 
from said first mentioned operating 
means to said lubrication system when 
the said check valve is closed to prevent 
engagement of said seal collar by the 
shut down seal until the rotor is at rest. 


2,631,052.—-LATCHING AND RELEAS- 
ING MECHANISM FOR REFRIGERA- 
TOR DOORS. John Vincent Jamison, Jr., 
Hagerstown, Md., assignor to Jamison 
Cold Storage Door Co., Hagerstown, Md. 


Be scien same 


A latching and releasing mechanism for 
refrigerator doors of the overlapping type 
comprising a spring actuated keeper 
mounted on the door frame, a holding 
lug mounted on the edge of the door ad- 
jacent the inner face thereof for wedg- 
ing engagement with the keeper on the 
door frame for holding the door closed, a 
keeper releasing pin mounted in bearings 
on the edge portion of the door for end- 
wise movement transversely thereof, said 
pin having a tapered end face for wedging 
engagement with the keeper for forcibly 
retracting the same from engagement with 
the holding lug on the door, a spring for 
holding the pin out of engagement with 
the keeper, so as to permit free movement 
of said keeper to locking position, and a 
manually operated lever mechanism 
mounted on the outer face of the door and 
having a projecting portion adapted to 
engage the outer end of said pin for forc- 
ing the pin into engagement with the 
keeper for releasing the door. 


Week of M arch 17 


2,631,438. SELF-SERVICE REFRIGER- 
ATED SHOWCASE. Karl A. Weber, 
Brentwood Heights, Calif., assignor to 
Weber Showcase & Fixture Co., Inc., Los 
Angeles, Calif., a corporation of Delaware. 

94 


1. A self-service refrigerated showcase 
comprising: a housing, an open display 


bin disposed in the upper portion of said 
; 


> 


housing, blower means disposed in said 
housing, refrigerating means disposed in 
said housing, so that air moved by said 
blower means passes through said refrig- 
erating means, an air duct directing air 
from said blower to the rear of said dis- 
play bin, a door suitably mounted in said 
housing adjacent the rear of said display 
bin which when in the closed position 
forms a part of said air duct, and an air 
passage for directing air from the front 
of said display bin to said blower means. 


2,631,440. MACHINE FOR FREEZING 
PACKAGED PRODUCTS. Isaac H. Polk, 
San Jose, Calif. Application Dec. 18, 1948, 
Serial No. 66,050. 21 Claims. (Cl. 62—114.) 


1. In a method of freezing flat-sided 
packages of uniform size between verti- 
cal refrigerated surfaces by conduction 
wherein the space between the surfaces is 
filled with packages arranged row upon 
row and the surfaces are in pressure en- 
gagement with the packages, the steps of 
supporting the packages against down- 
ward movement by supporting the lower 
row of packages at their lower edges, re- 
lieving the pressure of the surfaces against 
the packages and moving the surfaces 
downwardly to rupture frost adhesions 
between surfaces and packages, lowering 
the entire load of packages until the 
lowermost row of packages is below the 
bottom of the surfaces, adding an un- 
frozen row of packages at the top of the 
load, moving said surfaces laterally into 
pressure and holding engagement with all 
the packages except said lowermost row, 
raising said surfaces and the packages 
held therebetween to the original height 
of the surfaces, and removing said lower- 
most row of packages. 


2,631,441. REFRIGERATOR DEFROST- 
ING APPARATUS. Malcolm G. Shoemaker, 
Doylestown, Pa., assignor to Philco Corp., 
Philadelphia, Pa. 


1. Defrostable refrigeration apparatus 
comprising, in combination: a compressor; 
a condenser; a restrictor; and evaporator; 
conduit means including suction and feed 
lines interconnecting said condenser, com- 
pressor, restrictor and evaporator in series 
flow circuit in such manner that refriger- 
ant normally flows from the discharge 
side of said compressor through said con- 
denser and restrictor to said evaporator, 
the refrigerant thereafter returning to the 
suction side of said compressor through 
said suction line; valve means including a 
valve element disposed in the suction line 
between said evaporator and said com- 
pressor, said valve means being operable 
to modify the aforesaid normal flow and 
to cause at least the major portion of the 
refrigerant delivered from the discharge 
side of said compressor to flow through 
said suction line toward and into the eva- 
porator without passing through said re- 
strictor, whereby to provide for condens- 
ing of refrigerant in the evaporator; and 
a continuously open restricted conduit 
having one end thereof connected in the 
circuit between said restrictor and said 
evaporator, and the other end _ thereof 
connected in the suction line between 
said valve element and said compressor, 
said restricted conduit having lesser re- 
striction than that presented by said re- 
strictor and having greater restriction 
than that presented by said evaporator. 

(To Be Continued) 
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HOW TO APPLY VALVES 


By A-P Controls Corp., Milwaukee 


This series on valve application data continues with a discussion 
of solenoid valves. Like the others, this instalment is based on ex- 
cerpts from the “Product Application Manual” of A-P Controls 
Corp., and is published with permission. 


4W5CW.NSGA 

C3A4W5CCW.N,C4A4 W5CW, 

NS, Including motors, controllers, switches: with 973 sets on- 
board repair parts specification,ships F-1222. 


PROCUREMENT INFORMATION 


The following is a list of proposed procurements issued by the 


various indicated U. S. Government procurement offices. This 
list is compiled and made available ly on a free pick-up basis. 
pective bidders may obtain complete bid sets by a request 

to the purchasing officer under which the pesmace is listed in 
this Synopsis. Be sure to identify completely the bid invitation 
‘ou h by including in your request the item description, the 
vitation number or reference number and the opening date. 


GENERAL SERVICES ADMINISTRATION 
Description Quantity Reference App. Bid 


oe. 
Business Service Center, General Services Administration, 
Region 9, 1031 S. Broadway, Los Angeles 15, Calif. 
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Solenoid Valves (2) 


LIQUID AND SUCTION LINE 
APPLICATIONS 


When employed as liquid line and 
suction line stop valves, solenoids 
may be wired electrically in multiple 
with the condensing unit motor or 
operated by a thermostat. 

A liquid line solenoid controlled by 
a thermostat will close when the re- 
frigeration requirement has been sat- 
isfied, with the condensing unit con- 
tinuing to operate and pump down to 
the cutout point of the low pressure 
switch. Partial pump out or pump 
down of the evaporator coil is thus 
effected at the end of each operating 
phase of the equipment. 

When the thermostat again calls 
for refrigeration, the solenoid will 
open and liquid will be fed to the 
thermostatic expansion valve, which 
valve will be open due to the partial 
pumped down condition. Suction pres- 
sure will then quickly rise to the cut- 
in point of the low pressure switch 
(pressurestat). Suction line stop 
valves, thermostatically controlled, 
will operate in a similar manner. 


HOT GAS-WATER-INDUSTRIAL 
APPLICATIONS 


Solenoid valves are extensively used 
on hot gas defrosting systems to con- 
trol the by-pass of hot gas from the 
compressor discharge to evaporator 
inlet when a timing mechanism ini- 
tiates the defrosting cycle. 

The use of solenoids as stop valves 
in the water line to or from a water 
cooled condenser has been discussed, 
the valve serving simply as a stop 
valve and not as a device to regulate 


solenoid. 


® 


the flow of water according to ma- 
chine requirements. 

Solenoids serve many purposes in 
industrial applications, it being neces- 
sary in selecting a valve to be sure: 
(1) that valve materials of construc- 
tion are suitable for use with the 
fluid being controlled and (2) that 
valve orifice is of proper size to pass 
the required volume of fluid at the 
pressure drop at which the valve will 
operate. 

Both Models 67 and 73RJX solenoid 
valves are particularly suitable for 
industrial applications as they are 
designed to control the flow of all 
non-corrosive gases and liquids. 


CONTROLS FOR 
TWO-TEMPERATURE SYSTEMS 


Solenoids are frequently employed 
with proper type thermostats as two- 
temperature controls in two-tempera- 
ture multiple evaporator systems. The 
solenoid valve may be installed in 
either the liquid or suction line of the 
higher temperature evaporator with 
the controlling thermostat installed 
in the fixture proper. 

Closer control of fixture tempera- 
ture is generally obtained when the 
solenoid is installed at evaporator 
outlet as closing of the stop valve 
will prevent further refrigeration as 
the condensing unit continues to op- 
erate to satisfy the fixture. 

A low pressure type motor control 
(automatic switch) must be employed 
to cycle the condensing unit, the 
pressurestat being set for proper 
control of the lower temperature eva- 
porator. Fig. 8 shows a schematic 
layout of a two-temperature system 
which is solenoid controlled. 


(To Be Continued) 


Fig. 8—Schematic layout 
of two-temperature sys- 
tem controlled by a 
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DEPARTMENT OF DEFENSE 


Description Quantity 


Officer In Charge of the Navy Purchasing Office, 


Washington, D. C. 

Fan units, Nos. LI/2A 1W5- 969 
L1A1W5-Al, 4A4W5 
A1/2A4W5, AlA4W5, All, 2A4W5 
A2A3W5 
A2A3W6, A3A4W5, 2A3W5 
A5AGRW5- 
A28A4W6-C1,2A4W5Cw-NS,C1 
2A4W5CCW.NS 


For reasons of 


First time 214 in. 


St.. Phila., Pa. 


New York 6, N. ¥ 


Miscellaneous refrigeration 54 


supplies, 


Pressure regulator, meuller 1 ea. 
or equal-3 inch. 


Constant temperature test 1 ea. 


LA-292-A 
LA-292-A 


1 Sep 53 


2 ea. 1 Sep 53 


General Services Administration, Region 2, Business Service 
Center, 250 Hudson St., New York 13, N. ¥ 
Heating system correction, Job 

electrical & mechanical 

repairs etc., 128 N. Broad 


NONE 4 Sept 53 


U. S. DEPARTMENT OF COMMERCE 
Procurement Section, National Bureau of a ee aged 


Ness St., N.W., Washington 


B1-72-54 31 Aug 53 


Reference a = eutt Ave. and Van 
a re instr. co. 
6293-8 15 Sep 53 eat 4-3352 or equal. 


Purchase and Sales, Maritime Administration, 45 Broadway, 


(NY-MA- 
54-10) 


25 Aug 53 
items 


U. S. DEPARTMENT OF AGRICULTURE 
U. S. Department of Agriculture, Bureau of Animal Industry, 


Washington 25, D. C 
Air Conditioning Units, 3 ea, 


. 
. 


(BAI-35- 25 Aug 53 


f.o.b. San Antonio, Texas. 54) 


W. H. Johnson Appointed 
To Manage Phoenix Ama 


PHOENIX, Ariz.—Appointment of 
William H. (Bill) Johnson, Jr. as 
manager of the Appliance Merchan- 
disers Association has been announced 
by Jim Donohue, president, 


Johnson succeeds Bill Cowdry, who 
resigned when he acquired Sparkle 
Chemical Corp., a detergent manufac- 
turing firm. Cowdry has been man- 
ager of the AMA for a little over a 
year. 

Johnson has been on the sales staff 
of one of the AMA member firms, 
Butane Corp., since the end of World 
War II. A 1928 graduate of the Uni- 
versity of Wisconsin, he has had ex- 
tensive experience in promotional and 
civic work. 

At the association’s last board 
meeting, the resignations of two mem- 
bers of the board were announced and 
replacements elected to fill out their 
terms. 

Leo Middleton of City Radio was 
elected from the dealer group to re- 
place Dick Dollarhide of Sears, who 
has been transferred to Sao Paulo, 
Brazil. Art Cunningham of Mom- 
sen-Dunnegan-Ryan replaces Jack 
Canady, who resigned from Palmer 
Mfg. Co. to enter the advertising 
agency field. 


Admiral 6-Month Sales 
Soar to Record Peak 


CHICAGO — Admiral Corporation 


~ has reported record six-month sales 


some foreign countries. 


letterheads: 


number. 


MANUFACTURERS’ REPRESENTATIVES! 


v 


As an industry service, AiR ConDITIONING & REFRIGERA- 
TION NEWS maintains a file of manufacturers’ represen- 
tatives—serving the refrigeration, air conditioning, and 
allied industries—in all parts of the country and in 


We periodically check our files to expand this service 
and request all qualified representatives (except those 
who have written within the last six months) to send 
us the following information today on their own 


1. Complete name of company or 
individual, address, and phone 


2. Lines and products now carried 
(not necessary to list manufac- 
turer represented). 


3. Lines and products being added 
or interested in adding. 


4. Territory covered by states, parts 
of states, or countries. 


v 
Please send the above information to: 


Ar Conpirioninc & REFRIGERATION News 
BOX RP-A, 450 W. FORT ST., DETROIT 26, MICHIGAN 


es eS a a sas 
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| of $131,222,438—58% higher than in 


1952, and net earnings of $4,762,152 
an increase of 89% over last year. 

John B. Huarisa, executive vice 
president, said that sales in the first 
half of 1952 were $83,015,391, with 
earnings of $2,523,355. Net earnings 
per share for the first six months of 
this year were $2.42 on 1,965,230 
shares outstanding, compared with 
$1.28 in 1952. 


Sales for the second quarter were 
$62,030,589, an increase of 59% over 
the $39,045,035 reported last year, 
while net profit was $1,705,274, up 
69%. 

The Admiral executive said that 
June shipments of television receivers 
reached record volume, although Oc- 
tober and November usually are the 
highest billing months of the year. 

The Outlook for the second half 
of the year is bright, according to 
Huarisa. Despite the truce in the 
Korean War, he said Admiral anti- 
cipated higher billing on production 
of a variety of electronic equipment 
for the armed forces. 


Memphis Appliance Opens 
New $100,000 Showrooms 


MEMPHIS — Memphis Appliance 
Co., of which P. S. Barnes and W. C. 
Yager are co-owners, formally 
opened the doors of its $100,000 ap- 
pliance and air conditioning show- 
rooms at 3524 Park recently. 

There were orchids for the ladies 
and toys for the children. 

The move from 1690 Madison to 
the Park Ave. location coincides with 


Hanna Named Manager of 
New G-E Marketing Dept. 


SCHENECTADY, N. Y.—Establish- 
ment of a marketing department in 
General Electric Co.’s Component Pro- 
ducts Div. and appointment of Robert 
C. Hanna as manager of marketing 
has been announced by H. A. Mac- 
Kinnon, vice president and general 
manager of the division. 

Hanna joined General Electric in 
1929. Since 1945 he has been as- 
sistant to the sales manager of the 
Fractiorfflal Horsepower Motor Dept., 
assistant manager of sales for the 


department, and manager of sales, 
y 


Hesser Heads Domestic Sales 
In Philadelphia for Jordon 


PHILADELPHIA—John B. Hesser, 
a veteran of the appliance business 
in the Philadelphia area, has been 
appointed manager of domestic sales 
in the metropolitan Philadelphia area 
for Jordon Refrigerator Co., Harry 
Fogel, vice president in charge of 
sales, announced, 

Hesser’s appointment is part of the 
Jordon expansion policy. Hesser will 
work directly under Herb Freedman, 
manager of sales of the Jordon do- 
mestic lines. 


RATES for “Positions Wanted” $5.00 
per insertion. Limit 50 words. 10¢ per 
word over 50. 

RATES for all other classifications $7.50 
per insertion. Limit 560 words. 15¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 
fled style. Box addresses count as five 
words, other addresses by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


SERVICE SUPERVISOR or trouble 
shooter for commercial-industrial refrig- 
eration and air conditioning equipment. 
Former senior instructor in Chicago air 
conditioning school. Owned heating-appli- 
ance store fourteen months. Interested in 
heat pump development. 31 years. Free to 
travel. Member ASRE. HUGO M. ELSTAD, 
Box 723, Devils Lake, North Dakota. 


MANUFACTURER'S DISTRICT or divi- 
sional sales manager, with diversified ex- 
perience in the field of packaged and room 
air conditioners including developing 4 
territory and training sales personnel, 
seeks opportunity which offers a challenge 
with incentive. BOX 4361, Air Condition- 


ing & Refrigeration News. 


GRADUATE MECHANICAL engineer, 42 
years old, 5 years industrial engineering, 
5 years air conditioning and refrigeration 
application, 6 years owner production ma- 
chine shop. Presently employed in air con- 
ditioning application at $700.00 per month. 
Desire connection with air conditioning 
manufacturer in equipment design, applica- 
tion or production. BOX 4368, Air Condi- 
tioning & Refrigeration News. % 


POSITIONS AVAILABLE 


WANTED: EXPERIENCED refrigeration 
service mechanic for commercial work in 
air conditioning and refrigeration. (Frigid- 
aire and Tyler dealer). Year-round work 
at good pay. Apply ALLIED REFRIG- 
ERATION CO., 8. Erie Highway, 
Hamilton, Ohio, or phone HAmilton 56-5806. 


engineer jobs up to 100 tons. Surveys, 
drafting, equipment, design, estimates, 
proposals, sales, and supervision. Start- 
ing salary $3,500 to $5,000 depending on 
your experience. Provide complete quali- 
fications in letter; pictures returned. Sell- 
ing not required but sales opportunity 
exists. BETLEM AIR CONDITIONING 


the firm’s 16th year as an appliance 
dealer. 


CO., 1926 East Ave., Rochester 10, New 
York. 


CARRIER DISTRIBUTOR, established 30 
years, needs engineer with experience in 
air conditioning and refrigeration. Must 
be capable of designing and laying out 
large and small heating and cooling sys- 
tems and commercial refrigeration sys- 
tems. Write, giving particulars, to 
GBORGD F. DENT COMPANY, Bay City, 
Michigan or phone Bay City 3-3546. 


WANTED—AIR CONDITIONING engineer 
with sales ability—3 to 5 years’ experi- 
ence in air conditioning field—large ton- 
nage central plant know-how—salary $6,500 
to $7,800, plus commission, with oppor- 
tunity to become active member of firm. 
Call for appointment WH 4-7642—KOOL- 
ERAIRE CONDITIONING CO. INC., ill 
Wall Ss... N.Y.C. Factory Franchised 
Westinghouse Distributors. 


WANTED: AMERICAN air conditioning 
engineer for Baghdad, Iraq, on two-year 
contract. Practical experience essential. 


CLASSIFIED ADVERTISING 


WANTED: MANUFACTURERS’ represen- 
tatives with established trade calling on 
air conditioning and refrigeration jobbers 
and dealers. We are offering a line of air 
conditioner covers. Several territories open. 
In applying, give references and lines now 
being sold. TULSA CANVAS PRODUCTS, 
INC., 1217 East Fourth Street, Tulsa, 
Oklahoma. 


REFRIGERATION ENGINEERS: Open- 
ings with nationally-known refrigeration 
manufacturer. Hermetic compressor de 
sign experience necessary. Jobs are lo- 
cated out of town, with a progressive, 
long-established firm, well known in the 
industry. Send resume with small photo. 
Confidences fully respected. Our employees 
know of these openings. BOX 4364, Air 
Conditioning & Refrigeration News. 


INDUSTRIAL REFRIGERATION and air 
conditioning service and erection me- 
chanics wanted for eastern Pennsylvania 
area by one of the leading firms. Steady 
work, highest rates; prefer union card- 
holders. Reply to BOX 4365, Air Condi- 
tioning & Refrigeration News. 


ESTIMATOR, PLUMBING and heating. A 
large Detroit mechanical contractor has 
attractive opening for experienced trades 
estimator. Must be capable of estimating, 
scheduling, and purchasing for commercial 
and industrial heating and plumbing jobs. 
This is an unusual opportunity offering a 
permanent future with an old, established, 
and well-regarded firm, Our employees 
know of this ad. For prompt interview, 
write giving full resume of past back- 
ground, experience, and earnings. BOX 
4369, Air Conditioning & Refrigeration 
News, 


COPYWRITER, TECHNICAL—to prepare 
service instruction manuals, parts and 
price lists for leading manufacturer of 
refrigeration equipment, located in west- 
ern Wisconsin. Prefer young man with 
some college training and experience in 
refrigeration, automotive or allied fields. 
Write, giving education, experience, and 
salary required, to BOX 4370, Air Condi- 
tioning & Refrigeration News. 


BRAND-NEW GENERAL ELECTRIC fan- 
cooled hermetic units at tremendous sav- 
ings! Model SAG6AM1 and SAG6AL1 (% hp.), 
$34.00. Model SA4AL1 (% hp.), $37.00. 
Also, brand-new completely-assembled 
home refrigerator kits, consisting of % 
hp. Tecumseh unit, evaporator and capil- 
lary, only $40.00. Write MANN REFRIG- 


For details, write air mail to KUMAIT 
| CO.. LTD., P. ©. Box 130, Raghdad, Iraq. 


ERATION SUPPLY COMPANY, #0 La- 
fayette Street, N. Y. C., or phone 
GRamercy 3-8000. 

ATTENTION SERVICEMEN — Send for 
our 1953 Catalog. Relays, expansion 
valves, controls, dehydrators, V belts, 
open & hermetic units. All new mer 
chandise at great savings up to 60%. 
Sold on Money Back Guarantee. WAL/TER 
W. STARR REFRIGERATION, 2833 Lin- 
coln Ave., Chicago 13, Illinois. 


FOR SALE: Long-established butcher 
supply and equipment business in south- 
western New York and northwestern Penn- 
sylvania. Hussmann Refrigeration, U. 8. 
Slicing Machine Co., and Bulman Fran- 
chises; plus a complete line of butchers’ 
and grocers’ supplies. Must sell on ac- 
count of old age, at inventory price. Ap- 
proximately $10,000.00. BOX 4966, Air 
Conditioning & Refrigeration News. 
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Abandoned Refrigerator Deaths-- 


(Concluded from Page 1, Column 5) 


laws, Illinois recently passed such a 
law. So did Pennsylvania, New Jer- 
sey, Massachusetts, and Nevada. 

City officials in Detroit, Cincinnati, 
and Washington, D. C. also called for 
local laws to the same effect. The 
Syracuse city health commissioner 
warned citizens that to discard a 
box without removing the door, latch, 
or hinges is a violation of the city 
sanitary code. 

In Hudson county, New Jersey, 
police were alerted to watch for 
abandoned boxes, to warn the owners 
to remove the doors, or, if they can’t 
find the owner, to do so themselves. 

In Memphis, just across the Missis- 
sippi river from the Arkansas 
tragedy, appliance dealers have ar- 
ranged with city officials to collect 
all abandoned refrigerators and de- 
posit them at one of the city dumps 
where they will be destroyed by fire 
and hammer. The dealers are said 
to be arranging the collection system 
and donating their time and trucks as 
a public service. 


NO DOMESTIC REFRIGERATORS 
HAVE SAFETY LATCH 


A survey indicated that none of 
the manufacturers of domestic re- 
frigerators or freezers have a safety 
latch on their units. None had any 
plans to put one on new models. Only 
International Harvester indicated that 
it was experimenting with a safety 
latch that would open the door by 
pressure from the inside. 

Manufacturer spokesmen declare 
that there are several objections to 
safety latches. Chief objection is that 
a child confined in a dark, cramped 
refrigerator would become panicky 
and would not be able to operate the 
latch, even if he could find it. 

Other objections presented are that 
the safety latch would add about $10 
to the price of the refrigerator, im- 
pair the insulation, and reduce in- 
terior capacity. It was also pointed 
out that under normal use circum- 
stances there is no need for such a 
latch. 


MAGNETIC DOOR SEEN AS 
ONE SOLUTION 


General Electric Co. officials be- 
lieve that the magnetic door they 
used several years ago is the best 
solution to the problem, as it could 
be opened from the interior by just 
applying pressure. However, nickel 
and cobalt, essential to the manufac- 
ture of permanent magnets, are still 
in short supply and are not avail- 
able for such use. 

Manufacturers point out that many 
modern refrigerators and freezers 
have permanent shelves that make it 
difficult for a child to get into the 
refrigerator. Most chest-type freezers 
are equipped with counterbalanced 
hinges that require positive pressure 
~—usually more than a child can exert 
—from the outside in order to make 
the latch catch. 

One refrigerator company spokes- 
man also raised the question of 
whether the manufacturer could 
guarantee a latch would work 15 
years or so hence when the refrig- 
ertor was in such condition that it 
would be abandoned. 


SAFETY LATCH AVAILABLE 
FOR REACH-INS 


Before these tragedies occurred, 
Kason Hardware Co., which has made 
a safety latch for walk-in refrigera- 
tors, walk-in freezers, and refrig- 
erated trucks for a number of years, 
informed the ARI that it has devel- 
oped a new safety latch for reach-in 
refrigerators. 

This latch will feature an optional 
safety release. However, it is not yet 
ready for delivery to refrigerator 
manufacturers, the company said. 

All evidence points to the fact that 
the responsibility for safety rests 
with the last person to handle the 
box before it is abandoned—in many 
cases the individual appliance dealer: 
and serviceman. 

Best solution still is to remove the 
door or the latches and hinges. Such 
a course has been actively promoted 
for years by the Refrigeration Service 
Engineers Society and more recently 
by the Air Conditioning and Refrig- 
eration Institute and Refrigeration 
Trade Association of America. 

Paul Reed, educational director of 
RSES, however, pointed out that 
daily newspapers have been ex- 
tremely apathetic to safety publicity. 
“I tried for three years to get the 
two Milwaukee papers to give pub- 
licity to this and finally only suc- 
ceeded with one of the two papers.” 

Reed noted that the Atlanta chap- 


ter of RSES produced a 10-minute 
sound slide film on “Don’t Leave a 
Death Trap” a few years ago. This 
has been circulated among the other 
chapters and shown at national con- 
ventions and even made available to 
other organizations. It has been very 
effective, Reed declared. 


“Despite all this publicity,’’ Reed 
asserted, “there are only a fraction 
of the people in the country who 
have even heard of this threat to 
their children.” 


RTAA also called a meeting last 
week of representatives of various 
industry associations to map out a 
consumer education program. The 
meeting set up a temporary commit- 
tee to develop a program the entire 
industry could use. The committee 
was asked to make a progress re- 
port in 60 days. 


William Claggett, RTAA safety 
chairman, was named _ temporary 
chairman of the educational commit- 
tee. A number of members from 
other associations and groups were 
selected to serve on the committee, 
subject to approval of their associa- 
tions. These associations included 
RSES, ARI, Refrigeration Equipment 
Wholesalers Association, and the Na- 
tional Safety Council. The Refriger- 
ation and Air Conditioning Contrac- 
tors Association and the Commercial 
Refrigeration Manufacturers Associa- 
tion, which were not represented at 
this meeting, were asked to appoint 
members to the committee. 

Other suggested solutions are to 
lock or seal closed abandoned refrig- 
erators, or, if they are kept inside, 
to turn the door toward the wall, so 
a child cannot open it. . 


Or, as the Memphis dealers are 
doing—don’t abandon refrigerators— 
destroy them. 


The danger of the abandoned re- 
frigerator becoming a death trap is: 
increasing every year, it is pointed 
out, because the larger capacity boxes 
are now getting to the age where 
they will be abandoned. These offer 
more tempting lures for children. 

To help combat the problem of the 
refrigerator that is abandoned by the 
individual owner rather than the 
dealer, the Refrigeration Trade As- 
sociation of America has prepared a 
one-minute educational television film 
on the danger of death traps. 

Cc. W. Phillips, president of the 
association, said that he is now try- 
ing to get industry financing to make 
copies of the film available free to 
all television stations in the country. 
He said the association is unable to 
finance such a venture by itself. 


Jud Sayre-- 


(Concluded from Page 1, Column 3) 
tion and air conditioning field. It is 
known that a management consultant 
firm made a study for Thompson on 
the refrigeration condensing unit 
market. 

Sayre’s first success as a sales ex- 
ecutive was in the refrigeration in- 
dustry. He joined Kelvinator in 1925 
and was sales manager from 1928 to 
1933, when he left that firm to run 
Montgomery Ward's appliance divi- 
sion. 

In 1936, after taking a look at an 
experimental model of the Bendix 
automatic washer, he accepted the 
job as vice president in charge of 
sales for Bendix Home Appliances, 
Inc. Within two years Bendix Home 
Appliances pulled away from _ its 
foster parent, Bendix Aviation, and 
bought its own plant in South Bend. 
Sayre became president and principal 
stockholder, and the company be- 
came the leading manufacturer of 
automatic washers. 

Sayre sold out his interests to Avco 
Mfg. Corp. in 1950, but continued as 
general manager of the Bendix oper- 
ation until early this year. 


Drayer-Hanson - - 


(Concluded from Page 1, Column 2) 


ing division is conducting an on-the- 
spot sales survey of several weeks’ 
duration in the south and southwest, 
not only of commercial and residen- 
tial installations, but also of heavy 
industrial applications, which are 
already a most important part of 
Drayer-Hanson sales.” 

The Drayer-Hanson line of prod- 
ucts was introduced to the entire 
U. S. sales organization at two recent 
sales meetings, one at the Edge- 
water Beach Hotel in Chicago and 
the other at the Hotel Commodore 
in New York City. 


Westinghouse - - 


(Concluded from Page 1, Column 5) 


manager of the division. “This newly- 
developed device, almost human in 
its direction characteristics, auto- 
matically switches the unit from 
heating to cooling.” 

Compact and cabinet-type, the heat 
pump provides continuous circulation 
and filtering of air in addition to 
winter heat and summer cooling and 
dehumidification. Winter dehumidifi- 
cation can be added to the system if 
desired. 

The self-contained unit normally 
fits best in the home utility room or 
basement, it was pointed out. The 
HP-3 model occupies 10 sq. ft. of 
floor space, is 6 ft. high, and weighs 
1,400 lbs. The other available size, 
HP-5, is “proportionately larger.” 

Both units can be installed simply 
by connecting electric power lines, a 
condensate drain, and supply and 
return air ducts. 

In winter, the heat pump is 
claimed to operate “at more than 
three times the efficiency of other 
types of electrical heating.” 

Westinghouse development of the 
heat pump began back in 1933, ac- 
cording to Cott. Over the past several 
years, he noted, company engineers 
have been conducting extensive field 
tests on air-to-air heat pumps in- 
stalled in private homes in three sec- 
tions of the country. Combining and 
studying the results of these tests, 
Westinghouse developed the present 
unit, he said. 

“For best results,”’ Cott pointed out, 
“the unit is most adaptable to areas 
of the country where the low temper- 
ature range is not extreme or of 
long duration.” 


U. S. Attorney Probing 
Appliance Ad Claims 
In Washington, D. C. 


WASHINGTON, D. C.—Advertis- 
ing claims of a small group of local 
appliance stores with respect to price 
savings, extremely liberal down pay- 
ments, and conditional sales con- 
tracts are under investigation by the 
U. S. Attorney’s office here. 

The office is studying the claims 
and other practices to determine if 
the dealers should be prosecuted 
under a local criminal statute per- 
taining to false and fraudulent adver- 
tising. Violators of the law can be 
fined $100 and sentenced to 90 days 
in jail for each violation. 

Information about the advertising 
of at least one large dealer was re- 
portedly given to the U. S. At- 
troney’s office by the local Better 
Business Bureau at the former’s re- 
quest. 


Woolsey Heads Techniflex 
A. C., Refrigeration Sales 


PORT JERVIS, N. Y.—Albert O. 
Woolsey, a graduate of the Air Con- 
ditioning and Refrigeration School at 
Youngstown, Ohio, has been selected 
to head the intensified sales effort on 
Techniflex air conditioning and re- 
frigeration parts, the company an- 
nounced. 

Woolsey, who has had many years’ 
experience in the heating, air condi- 
tioning, and refrigeration fields, will 
be visiting jobbers in the New York, 
New Jersey, eastern Pennsylvania, 
and New England areas. 


Air Conditioning Sales - - 


(Concluded from Page 1, Column 4) 
have been made by the package store 
units, but the whole boom in air con- 
ditioning, the growing feeling that it 
is a necessary utility, is apparently 
pulling the big jobs along with the 
boom. All new industrial and institu- 
tional building now finds air condi- 
tioning applied in some degree. 

One definite trend, however, does 
seem to be the increasing use of 
package conditioners in industrial in- 
stallations, for reasons of greater 
flexibility, and also because the pack- 
age units may be easily moved from 
place to place. 

The “climatic” factor in air con- 
ditioning marketing (in which south- 
ern and southwestern areas are gen- 
erally considered to offer a greater 
market potential than other areas of 
equal population) was not quite so 
prominent a factor this year, accord- 
ing to some reports. 

One of the “hottest” areas—tboth 
from the standpoint of heat waves 
and sales—was the Missouri, Kansas, 
Nebraska area. One Kansas distribu- 
tor reported sales up 700% over last 
year, and big gains seemed to be 
registered all through that area. 

One snag that residential systems 
seemed to be running into was oppo- 
sition from some local FHA officials, 
who were holding up approval of in- 
clusion of air conditioning in mort- 
gages on smaller homes in particular, 
claiming that the added cost was too 
high percentagewise. 


MORE INFORMATION? 
Use Handy Coupon 
on “What’s New” Page 


INNER-FIN.... 


SOMETHING NEW IN 
FINNED COIL DESIGN 


Recognizing that the point of no gain had been 
reached in conventional finned coil design, Bush 
engineers developed the INNER-FIN . . . first major 
advancement since finned coils replaced bare pipe. 


Bush inner-fin coils offer to manufacturers of room 
conditioners and all types of packaged air condi- 
tioning units the competitive advantages they've 
been seeking. 


For information on possible application to your 
product, contact Bush Manufacturing Co. or the sales 
engineer in your area. 


WHAT IS INNER-FIN? 
Essentially, fins within a tube. Combining 
inner-fin construction with use of specially 
designed external fins around the tube 
_ makes possible a much higher rate of heat 
transfer per lineal foot. Inner-fin is a pat- 
ented Bush development. 


Incorporation of inner-fin coils reduces 
necessary coil depth . . . decreases static 
drag... permits use of lower horsepowers 
to push air across coil. 


In many cases, incorporation in room con- 
ditioners or packaged air conditioning units 
means less coil is needed . . . therefore less 

space is required. e 


Advantages 
e 


INNER-FIN substantially increases overall 
coefficient of heat transfer. 

Space saving results in lower overall cost 
of materials . . . provides your product with 


¢ Less internal volume means that less re- 
a competitive advantage. 


frigerant charge is needed. 


Heat Transfer Products by Heat Transfer Engineers. 
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‘BUSH MANUFACTURING COMPANY 
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